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For Every 
Hot Water Job 


Troubleproof: Built in the Kewanee 
manner of husky steel plate, riveted 
together. No sections to crack, or 
leak. A real water heater that will 
last as longas the building in which 
it is installed. 





Economical: Absence of repair bills 
makes it economical. Furthermore 
it burns any fuel. And on top of 
that it is easy to take care of. 





BUILT FOR 
CITY WATER PRESSURES 
Standard 60 Ibs. 
Extra Heavy 100 lbs. 
Sizes 130 to 700 gals. per hour 


KEWANEE BOILER COMPANY 


Kewanee, Illinois 


ATLANTA, GA 1522 Candler Bldg DETROIT, MICH 1772 W. Ls uF ayette Blvd. ST. LOUIS, MO 4200 Forest Park Biv 
CHARLOTTE, N. 135 Brevard Court EL PASO, TEXAS 26 Mesa Ave. SALT LAKE CITY, UTAH 204 Dooly Bld 
AIS ral A, TENN 1226 James Bldg GRAND RAPIDS, MICH 402 Mich, Trust Bldg SAN ANTONIO, TEXAS 502 

CHICAGO, ILI 822 W. Washington Blvd INDIANAPOLIS, IND., 221 Indi i Te rminal Warehouse SAN FRANCISCO, CALII 

CIN( INNATL OHIO P. O. Box 75 KANSAS CITY, Mu 2014 Wyandotte St SEATTLE, WASH 

CLEVELAND, OHIO Superior Ave. N. E. at 17th St LOS ANGELES, CALI 420 E. Third St SPOKANE WASH 

COLUMBUS, OHIO 510 Comstock BI 4g MILWAUKEE, WIs., : TOLEDO, OHIO 

DALLAS, TEXAS SOU Southwestern Life B. dg 835 Merchants’ & Manufacturers’ Bank Bldg NEW YORK CITY, N.Y 





DE NVE R. COLO 1226-1228 California St MINNEAPOLIS, MINN 708 Builders Ex. Bldg P HILADELPHIA, PA 510 Real Estate Trust Bld 
DES MOINES, IOWA 315 Hubbell Bldg PITTSBURGH, PA Empire Bldg TORONTO, ONT., CANADA 141 Albany 4 
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Our 
Catalog 


{ Kot, No Yo’ \ 
LIKE Yo' Ales 
(mn Boss e) 





Bitt SMITH 

PLOMBING = 
AnD 

HEATING 









Busy people are those who always find 
time to do things, and as a reward they find 
time for honest rest. 


Every VQGEL Plumber is a busy plumber. 
VQGEL Plumbers always find time to install 
more Frost Proof Hydrants and Closets. 
They always find time to find more new 
customers. 


Their reward is new business, more and 
bigger profits, and personal satisfaction which 
enables them to enjoy the honest rest, which 
a successful business always brings. 


Can’t you find time to see your jobber about 


the VQGEL Line? 


Jos. A. Vogel Co. 


Wilmington, Del. 





St. Louis, Mo. 
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Brass Wheel Handle Combined Brass Wheel 
Also Made with and Loose Key Handle 
— Wheel Handle 


Wolverine Compression Sill Cocks 











“FITSALL” Correct Waterway---Quick 
Hose Clamp ‘ 
Opening. 


ee 
: Made of Red Metal. 


Highly Polished Nickel 
Plated Trimmings. 








Strong-Adjustable 


— Keep Well Supplied with 
Wolverine High Grade 
Sill Cocks. 


We Sell the Retail Plumbing Trade Exclusively 








One Size ‘‘Fitsall’’ . . . 
Sizes of WOLVERINE BRASS WORKS 
Garden Hose GRAND BAPID 5S”. MrcurGan 
WORE ey ene OW YO YREEME Berea Ble 
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Use These ™»« B. B. MARK 
BOILER RELIEF VALVES 


BEST ON MARKET 


A Good One A Better One Best Ever 
Double Protection Triple Protection 


- 
‘= 
om 
= 
- 
‘= 
te 
= 
ad 
= 





Sectional View 





Sectional View Sectional View 


° P ° Pressure Tem- 
B. B. 2 in 1 aren B.B.3in1 perature Vacuum 


B. B. No. 1—Pressure 


They Protect Range Boilers Against the Dangers of 
Excessive Pressure, Extreme Temperature and Vacuum 


Patented 10-16-17 
Others Pending ae 







MOT WATER 
BOILER CouP 


6.8 VALVE 
INSTALL CLOSE 
TO BOWLER 


Our 3 in 1 Valve 


is the only valve on the mar- | | 
ket which gives complete pro- 
tection against the dangers 


/ 
evv ove 
| 









of Pressure, Temperature Write for Our Story 
and Vacuum. and Prices. 
OQ em 
B. B. 
3n1 BOSTON BRASS CO. 
oS Valve Makers of the Famous B. B. Ball Cocks 
ee Est. 1874 WALTHAM, MASS. 
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Like the 


sterling mark (~~"\-¥ 
on silver as cee ata amelie 


Consisting of Plate No. 8 Tank in combina 
tion with Plate No. 18 Wash Down Bowl, that 


is fitted with either an Oak or Birch Mahogany 
seat. 


Every tank, bowl or combination sold under the Zwermann 
trade mark is of the same uniform quality as every other. By 
specializing on only three numbers we are able to produce a 
first grade, pure white, perfect glaze, time after time, with 
practically no variation, even over a period of years. 


This is just one of the reasons why Zwermann Two Fire 
Vitreous Ware is so universally popular among plumbing con- 
tractors who realize that the best is always the cheapest. And, 
our multiple unit plant is right ‘on the job’ to ensure prompt 
delivery of every order. These are facts which you will find it 
profitable to remember in connection with your next installation. 


Order From Your Jobber 


Producers of Genuine Two Fire Vitreous 
China Water Closet Tanks and Closet Bowls 


ROBINSON - - ILLINOIS 































Continental 


BOILERS & RADIATORS 


Continental Low Water Line 
Boilers are made in regular 
and smokeless types. They 
are well adapted for oil-burn 
ng 


30 Series Boilers 

43” Water Line 
1200 to 8200 sq. ft 

steam capacity 


40 Series Boilers 
47° Water Line 
2500 to 22,300 sq. ft 
steam capacity 






Smokeless type, showing 
secondary air distribution 
across entire fire box 


Cleveland’s Exclusive Virginia Apartments 
depend on a Continental Low Water Line Boiler 


The responsibilty for heating the Virginia Apartments at Lakewood, 
one of Cleveland’s exclusive residential districts, was conferred upon 
a Continental Low Water Line Boiler. 
It is fulfilling the expectations of the owners because: 

its grate and water tube design make it economical 








Virginia Apartments it burns soft coal smokelessly 
Owner: M. Margolin. Heating 7 “i 2 
Contractor: Oscar Einstein its side-feed makes it easy to fire 
One No. 940-S Continental ., © ° 
Low Water Line Boiler it is a quick steamer 


its low water line saved installation costs 
it is thoroughly reliable. 


The success of this Cleveland installation proves again that Conti- 
nental Low Water Line Boilers are built for better heating. 


(ontinental Heater (rporation 
Home Office and Factory 


Dunkirk. N. Y. U.S.A. 


The Story of Continental 

Boilers and Radiators is Cleveland Office 

told in this authoritative Builders’ Exchange, Rose 
booklet. Be sure to send 


for your copy today. Building 
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THeNwe;Toor, OL UMAC HINENYORKS) 


MANUFACTURERS OF HIGH GRADE PIPE TOOLS 








108-128 NORTH JEFFERSON STREET 


CHIGAGApIhAn, 


Master Plumbers & Steam Fitters 
of the U.S.A. 


Good Friends Everywhere: This is Station P.D.@. setting on 
top of the world and operated by The Nye Tool & Machine Works, 
Chicago, Illinois, broadcasting to the jobbers, plumbers and Steam 
fitters of the United States and Canada our regular monthly propram. 


Our first number this evening will be a Trio by the Three 
Wheat Sisters, MisceS May, July and September, with Miss June Clover 
at the piano (and more or less static on the roof). Their first 
nunber is entitled "You Mage Me What I am Today", dedicated to the 
Chicago Board of Trade. Next, the Jumping Jazz Hoppers from the 
Drake Hotel will entertain us for a few minutes with some of the 
latest forms of musical murder. 


The evening lecture will be by Nrs. Carry A. Gunn, continuing 
her series of "Helpful Household Hints". Mrs. Gunn will speak on 
"How I Shot My Husband and Why I Delayed So Long". Her most recent 
appearance was in the Criminal Court where she made a wonderful 
impression on the jury. 


For our bedtime story, the celebrated and Rt. Hon. "Boots" 
Little of Crane Company will read that beautiful ballad "How the 
Pig licked The Butter and Never Gréased His Nose", after which the 
orchestra will play "Three O'clock In the Morning Its Tire To Get 
Up" m 


What we are really broadcasting is greetings to the. plumbing 
and steam fitting trade with very best wishes for a successful 
Spring business, devoid of worry or care, wad. of which may be 
achieved, of course, by the use of Nye Dies yh cut the quickes 
work the Slickest, are made the strongest “8 last the lorgest. 


Station P.D.Q. of The Nye Tool & Machine Works Signing off 


until next month about this time. Good night. 


Flerr~, 


Announcer. 


Yo He & 


An order from you will be appreciated. 


Th . a bo opyr he 1925. The Nye 
rhe tools you ewear BY and never AT. Foot Bo henckine Works 
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Helping you to get more 


ness; for, as one Heat- 
ing Merchant put it, 
One sale toa building 


line BUILDING and real 


estate operator is the On. . a 
largest builder of the This is ncw-buyilding 





small home. These men time-thetime to | operator often results in 
are building for others IGS iocmmm 6 the sale of fifty ora 
and building tosell, and and American hundred more heating 

anything that makes Radiators - plants.” 
theirsales easier or their to Builders who So it is good business 
customers coats Satis- build for others to keep in touch with 
fied is heartily wel- -and to Builders the building and real 
comed. and Realtors who estate operators in your 
That is why they of- build to sell town. Sellthem justone 
heating job, and the or- 





fer so large a mar- 
ketfor ARcoLA Heating |__| ders for the rest of their 
Outfit and other IDEAL —. buildings will naturally 
Boilers and American Radiators. follow. Try it and see for yourself. 











Everywhere builders have found These same operators may build a model 
that the house with American Radi- demonstration home in your town this year. 


ators and IDEAL Boilers sells for If so, it will be widely advertised, and your 
more and rents for more installation of IpEAL Boilers and American 


Radiators will lead to additional sales from 
This isa wonderful source of busi- _ prospects who visit the model house. 


AMERICAN RADIATOR COMPANY 








IDEAL BOILERS AND AMERICAN RADIATORS FOR EVERY HEATING NEED 








Every one oth the 324 nome 


Ee, Ka af eae = 5 * 
fae poe 

ofits 324 cottages enjoys hot- 

water warmth from ARCOLA Gea a - 


a ey 
mi Heating Outfits and American ’ . 3 sat 
a _) 
Pred Radiators = ° “—- « a1 j 
a siige] 4 — i 





















a This suburb of Portsmouth, Va., 
3 is called ARCOLA Town. Each 







#4 Architect: Geo. B. Post & So ns, ie ; > whe 
pe. New York. General Contractor: ji iy ts * - v “= Be Pa. la +s . 
pee, Hegeman - Harris o mp any. ; Pr = -_ 2 eS 
fey Heating Contractc W. G. ; : —s . = }? ‘<2 ps2 = a 





| Cornell Company. * 
: 
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e new-building business 








EVERYWHERE ! 
Jadeal Boilers are Salesmen 














Mention Domest 





How we are paving your way 
to Builders an 


Realtors 


Homes with | DEAL warmth - My 
AN casicr to Stllor rent / = 
‘ 


yr," 


AMERICAN R 
\ ERK \N RADIATOR COM 


PANY 


VERY MONTH we are advertising the value of radiator 

warmth to builders and realtors. Above are some of the 
advertisements appearing in building and real estate magazines. 
The builders in your town will see them and they will help to 
make it easier for you to close the sale when you call. 


|| in this town is ARCOLA wa 





ENGINEERING when writing advertisers, 





12 MOAN I 1 {¢ ENGINEERING April 25, 1925 


) 





A New Sylphon Hot-Water Regulator 






No. 46 Sylphon Hot-Water Regulator 
for domestic hot-water supply tank 
heaters, laundry heaters, garages, etc. 





<..re Just what Heating / 
ons Couns aw f 
SE (TS | Contractors have wanted 
i} } | IME and again, Contractors have said to us, 
Ibe l ‘Build us a Sylphon Hot-Water Regulator that 








iin will have the accurate control of all your instruments 











and be small enough to go on laundry heaters, small 


A life time of control teed . i 
em li cn aguag domestic hot-water supply tank heaters, etc. 


by the Syiphon Bellows 





This new No. 46 Sylphon Hot-Water We have done as they asked, and now present the 
Damper Regulato built around the 

ee eee eee No. 46 Sylphon Hot-Water Damper Regulator. 
Drawn from a flat sheet of metal, 

without soldered seams, and used 

nb arm eggs ee 9 ey weer tg Controls small quantities of hot water 

a life-time control © re fepulator. 

The diagrammatic cut graphically il 

lustrates the extreme flexibility of the 


bellows 











Trade Data on the New No. 46 








Syiphon Hot-Water Regulator ft 
Hub of Regulator threaded 1’ standard ) SL 
pipe size. Bulb 1” long; lever bar 40’ ' 
long; adjusting weights (2) 3 Ibs. each. . : 
Will control water from 130° F. to 200 ay 7 
F. Can be temporarily exposed to i —, | 
220 F. without “aries Shipped with || (>| | ' As installed on As installed on heater for 
8 ft. of chain; 8 ft. of wire cable: 4 ‘; C_} ) a See ee F a ee 
S-hook:s 2 ceiling pulley lever bar "J Te . 
and 2 weight List price, $16.00 


In this No. 46, you have a small, compact Regu- 


aioe emcee aes Sittin: Micali lator that will handle temperatures up to 200°F., 
. perc a 1es e ec ive A pri 4 . 7 . . . 
Have you received your copy? and with a 1” bulb will screw directly into small 


domestic hot-water supply tank heaters. With a 
genuine Sylphon bellows as its diaphragm, it will 
last as long as any heater made and always open 
and close drafts evenly and positively. 

Let us send you Bulletin KDR on No. 46 and other 
Damper Regulators. 








Hot-water 
Damper Regulator 


THE FULTON COMPANY KNOXVILLE,TENN. 


ORIGINATORS AND PATENTEES OF THE SYLPHON BELLOWS 


Sales offices in: NEW YORK, CHICAGO, DETROIT, BOSTON, PHILADELPHIA, and all the principal cities in U. S. 
European representatives: Crosby Valve & Engineering Co., Ltd., 41-42 Foley Street, London, W. I., England 
Canadian representatives: Darling Bros., Ltd., 120 Prince Street, Montreal, Canada 
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Belween Ourselves. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


w 


Hie CHAP WHO WROTE THE STORY 
“On to Portland” in this issue certainly turned 
his typewriter loose, and let it gallop all over the 
scenery. The way he talks about the Grand Canyon 
and the Royal Gorge would make you think they were 
Not that they 
a person ought to go to a convention for the sake of 
but if 


we'll have President Vogelpohl presiding 


good enough to eat. aren't. Of course, 


the convention, this sort of thing keeps up, 


over a con 
vention in the Garden of the Gods, or among the gey 


sers in Yellowstone, with the Rockies for background. 


H 


your wife ever say to you, “Guess who 


OW’S YOUR GU 


working on heating jobs? 


ESS RK 
Does 


was here today” when you come home 


in the evening? A lot of families play 


this guessing game. Guess who called 





up. Guess who wrote us a letter today. 
Guess what I heard today. That game 
is all right in the home. But 1f you say 


to yourself, “Guess what this heating 


job is going to cost,” you'll find that 
the game gets tiresome. Too much of 
it. It crimps your style at home. I. \W 
Riesbeck suggests some — estimating 
stunts to take the place of the game 
In your business. ‘That’ll keep you fresh 


tor it when you go home at night 





- phenagehonl ERES TING DATA 
\ 


was developed during the combus 


Retired Plumbers , 





( NE IMPORTANT PHASE OF THE POLLI 
thon of streams campaten bemege cart | 

“Domestic Engineering” covered this) we in 
article on sanitation in rural distric estimated 
that thirty-two out of thirty-three rural homie thre 
United States are without idequate protecttonm aval 
mpure water 1] Ituation is dangerou human 
health, as well as threatening the healt! f cattle. It 
opens a field of effort which ought to be vestigated b 
the alert master plumber. Suggestions concerning sep 
tic tanks indicate a sales field to be worked 


> 


_ Seamaeien 
nition it takes two peopl to make 


[hi 
ot 


i contract law savs. there must 


hea neetiny the mun 


there isn’t a meeting of minds in an 


irder placed without mtention to 


the material ordered if conditions change 

and the only thing which can come 
mit of the practice of seeking long-term 
price protection ts higher price Some 
hody ha to p the carrvin charge 
Naturally it will be the buvet 








tion tests made by the A. S. HH. & V. I. 
at the Pittsburgh [experimental Station 
of the U.S, 


This master’s 


Bureau of Mines. The tests 
But 


no 


his 


One Rileé 


were made with various fuels to decide 
the effect of boiler design and of free 


xygen, either present in or admitted 


to the fire box, upon combustion efficiency. The data 


will he of interest to the heating engineer 


I) INT BE 


master’s class. 


S( 


Bele 


of drawings which 


“LATE 
The 
are coming in make it necessary to publish only those 


whicl 


OR HOOT, 


number 


L arrive on time. The others will receive criticism 


th the ot trees to 


iroug! mails. So, instead climbing 


look into robins’ nests, or stopping for a ride on. the 


colt farmer Jones’ pasture, better hurry along to 


school, Some late drawings are reproduced in_ this 


week’ s issue, 





COrk 
; 
Ais prices always 


eindo 


“that ne 


— HAVE BEEN GLAD TO 
M receive letter concerning our. edt 
torial “Make an Order an Ordet Llere 

i typical letter: “We quite agree witl 
the sentiment expressed, and f ily be 
heve that just a oon people start 
plac rdeq that e ord { vill 
how the kind of confidence that 14 


was dand 
fair, 


s got so dirt SHE YOUNG VIRGINIA ASSO 


‘| 


clation’ econd annual meet 1 
reported 11] this it | WV l \A 
- ] ‘ ‘ 1 1 
many appreciate the plac he conventio Ids in 


, - 4] navel ’ carl 
\merican business. It the ar on whi 


of progress have been hammered out at white heat 
Fhe man who follows convention reports knows. the 
trend of thought in his industry Virginia Master 
show themselves progressive in their adopt reso 
lutions on advertising, pollutior treat id b 
declaring themselves in favor of the 20 Baste Principle 


be Zo: 
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“TOLEDO’”’ No. 1 
THE 1’ TO 2” THREADER 


This is the biggest value in pipe threading 
tools on the market today. A genuine 
“TOLEDO” No. 1 tool threading 1-inch to 
2-inch pipe, which has been known for years 
for its efficiency and durability, at this new 
low net price. 


(STATES WEST OF THE Compare this value with other threading 


ROCKIES ... . $10.20) tools of this capacity, and you will realize 
that you can no longer afford to use any- 


thing but a genuine ‘‘TOLEDO”’ trade- 


marked tool. 


This No. 1, like the No. 1A ratchet model, is 
now equipped with long taper pins which 
permit instant adjustment to cut over or 
under-size threads as well as standard 
threads. Only in genuine ‘‘TOLEDO”’ tools 
can you secure this new adjustable feature. 


Order from your jobber today, or drop us a 
card for the ‘“‘TOLEDO”’ catalog showing 


the complete line. 


BUY BY COMPARISON AND YOU’LL BUY A 


iad 


THE TOLEDO PIPE THREADING 
MACHINE CO. TOLEDO, OHIO 
NEW YORK OFFICE: 50 CHURCH ST. 





Mention Domestic ENGINEERING when writing advertisers. 
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The Tren¢ age , of the California Sanita- 


en Development League recently 

of Business listened to the sales manager of a 
large dry goods store on the subject of following the 
‘trend of business.” He elaborated on the value of 
harts and business summaries sent out by various pub- 
tions and commercial agencies as indicators of future 
onditions. He made an impression on his hearers. 
For he spoke interesting truths. The future is built 
upon the past. If we know the past, we can know much 
f{ the future. Charts giving the trend of demand, trend 
of supply, trend of prices for last year, for the last five 
years and back even farther present a picture that tells 
at a glance where we have been and in what direction 


we are going, 


Good luck is the: result 
of good planning. 


Cost New York University’s Bureau of Busi- 

ness Research has been retained by the 
Analysis Eastern Supply Association to make a 
cost analysis study of plumbing and heating supplies. 
The Bureau will gather information from several hun- 
dred distributors of products in our field and will tabu- 
late and analyze the many items of cost that enter into 
the successful conduct of business. An average cost 
for each individual item can thus be obtained, and 
against this average the manufacturer or jobber can 
check his own cost for that item. This is a good 
move. Cost analysis studies have played a greater and 
greater part in the successful management of business 
in recent years. They bring to light a surprising num- 
ber of leaks in production, leaks in sales, and distorted 
ideas of where money is made and where money is lost. 
The members of the Eastern Supply Association will be 
ible to compare their costs with the average found, and, 
by such comparison, discover their weak points and 
establish more economical methods of operation to meet 
competition. This will lead to sounder business. And 
sounder business means savings for the master plumber 
and for the ultimate consumer. 


Beware of little expenses; a 
small leak will sink a great ship. 


Phat does not sound like progress 


Master to 


trom  tmastet to journeyman 
Jour neyman Most stories of success are of those 
who go up the ladder. And, at first glance, from jour 


neyman to master seems to be the upward direction 
But there are masters who have improved their posi 
tions by becoming journeymen. And there are masters 
who would improve their positions if they became jour 
neymen, So this is a little story of success in which a 
master decided to be a journeyman again Ile was a 
good mechanic; knew the mechanical end of plumbing 
from A to Z. But estimating, overhead, bookkeeping, 
collecting bills, dealing with the bank, advertising, selling 

and, oh, a great many things like that—were like the 
proverbial Greek to him. He did a lot of work. But 
he didn’t seem to make any money. And he did a 
lot of worrying. This job of being boss wasn’t what 


it was cracked up to be. So he became a journeyman 


Fortunate ts the man who 

knows his work—and does it 
Price Your Price tags on merchandise in 
P windows are potent sales argu 
Merchandise ments. The average person, at- 
tracted by a window display, finds himself desiring the 
article shown. He instinctively suppresses that desire 
at first, though, for, in these days of budgeting the family 
fford it.” And, 
unless there is a price tag in plain sight to tell him that 
he can afford it, that thought moves him on down the 
street—lost. He dislikes, as a rule, to walk into the 


store to ask the price, for that indicates that he is ready 


income, his thought is generally, “I can’t a 


to be sold. You see a good- 


looking pair of shoes or a handsome suit of clothes 


Take yourself, for instance. 
ina window. Your need for clothes isn’t exactly press 
ing, but the sight of them makes you think that you 
might put out the money for them if the price isn’t 
prohibitive. It’s still a half-baked idea in your mind, 
so you look for the price to see if you'll keep on think 
ing of dressing yourself up. If you don’t see it, you'll 
generally drop the idea. So it 1s with the person looking 
at your window. The purpose of a window display 1s 
to let the viewer sell himself. It should answer all 


questions——the price among them 











An interior that 
would be a credit 


. 


to an “exclusive’ 


shop for women 








~ Facing Facts 


By MILT MARVELS 


IVE and learn, says an old proverb I wonder why 
Oo many of us spend so much time living that we 
Ma , . <a , _ 
don’t take the time necessary for learning I’ve 


always been impressed by the fact that the successful 
men I’ve interviewed were those who had the ability to 
it down once in a while and look at themselves from 


the sideling For a little while they tried to get a slant 
at themselves ust as if they were strangers, if you 
know What I mean 

You know how, in the army, every once in a while 
they turned us out for review They wanted to find out 
how much we remembered of the drilling we had received. 


Some general, with a couple of stars on his shoulders, 


climbed into the reviewing stand and watched us go by 


CAN YOU DO THIS? 
i. SOMETHING like 
1 


0 Thev're 


that with these men I'm referring 
before themselves. 
“Right there 


able to pass in review 


They're fair-minded enough to be able to say, 
I did a left turn 


It's a habit to be 


when I ought to have done a right turn.’ 
cultivated while you're young in business 
All of us have a tendency to be pretty well satisfied with 


what we do and to think that it is just about one hundred 


per cent O.K The habit of looking back over the day, 
or the week, with an honest eye will keep that tendency 
from hardening into wrong-headedness. It will have the 
further advantage of keeping fresh the right things we 


have done, as well as the wrong 
These 


the experience of a 


brilliant philosophical remarks are induced by 


master who has that faculty. From 


my experience I would say that his process of develop 


ment in business is no different than that of most masters, 
up to a certain point 

1909 with about the average 
amount of firm conviction, 
that he world on fire. The 
conflagration was to be started in Reading, Pa., and Paul 
going to strike the 


into business in 
$200 


going to set the 


He went 


capital and a as he 


was 


says, 


O. Keppelmann was match on the 


seat of the overalls which formed a part of his working 


equipment. 

his experience is that of many 
fired with 
time he felt that he was very successful. 
He figured that 
He got a great amount of work. 
Fortunately, he had the ability to “live and learn.” At 


Up to a certain point 


ambition. For a 
He did his own 


he had 


and many a young master, 


work He kept his own books. 
no overhead. 
the end of three years the conclusion was forced upon 
that 
instead of trying to work a little longer, or a little harder 
of the 


As he says, he came to 


him there was something wrong somewhere And 


he sat down and had a review shock troops to 


discover just what was wrong 


the conclusion that the fire he had created was a “backtfire.’ 
GETTING DOWN TO BRASS TACKS 
LOOKED around him and found 


KE 
whom he knew who were really successful in busi 


ness He counts that and 
blessing in disguise because it forced upon him the neces 


just a few men 


time of doubt worry as 4 


sity for the greatest amount of careful thinking he hat 


ever done. He studied the methods of these men he 
knew He found that their success was due to 4 
goodly number of years during which they had_ built 











vt 
it 
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upon the “everlasting foundation of quality and service.’ 

He stopped looking only at the present. He looked 
toward the future. He accepted with courage the neces- 
sity for years of effort to establish confidence Believe 
me, it’s a rather bitter moment when a young man finally 
comes to the realization that he isn’t going to set the 
world on fire ina day or two. But Mr. Keppelmann didn’t 
try to dodge his lesson. He was in the school of ex- 
perience, he had naid the tuition of three years of hard 
work, and he intended to get all that he could out of 
the lesson he was learning. 

Let's forget for a moment the plumbing and heating 
trades, and think about the whole retail field. I can say 
from experience that Mr. Keppelmann’s ability to face 
the facts of his situation is unusual. As the old-time 
politician used to say, “from the snow-clad peaks of the 
Rocky Mountains, to the rock-bound coast of Maine,’ I 
have interviewed retailers. And I found more who have 
drifted for years, irritated with their lot, wondering what 
was wrong, than those who, when they realized that some 
thing was wrong, were able to think things out clear 


headedly. 


DO YOU FEEL THIS WAY? 

T'S NOTHING new to me to hear a retailer who has 
| been in business from ten to fifteen years, say in a 
disgusted tone of voice, “I’d be better off working for a 
salary.’’ One of two things, I have always found, stood 
in the way of success for these men. Either their pride 
wouldn’t permit them to admit that their venture was 
not successful, or else they were simply incapable of 
making the logical deduction that, since they were making 
a very poor living in business, they ought to change their 
methods, or go to work for someone else. 

Here was Mr. Keppelmann, three years in the hole, 
you might say. But when he took the time to think 
things over and to look about him at more successful 
men, he felt that his decision as to future policy was an 
easy one. Nothing but the best of materials, nothing 
but the highest grade of service, nothing but guaranteed 
installations, and a salesroom on a par with the best 
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It takes clear-headed thinking to put such a decision 


into effect It’s one thing, in a fine feeling of ambition 
to decide to build the best salesroom in the world It’ 
another to build it It seems to me that Mr. Keppelmann 
in planning his has shown a fine perception of What makes 
for a pleasant environment for his merchandise Every de 
tail is correct. The indirect lighting is of a type approved 
by experts in this field Without glare, restful to the 
eyes, it has, in a way, the same effect that the interior 
decorator strives for with modern shaded lamps 

Notice in the photograph how the white enamelware 
stands out against the dark wainscoting Each of the 
various types of valves is as clean-cut in its presentation 
as an exclamation mark The touch of green given by 
the ferns and plants, and the long table, flanked by 
torchiers, lends the atmosphere which the so-called ‘ex 
clusive women’s shop” strives for And last but not 
least, the black-and-white checked floor covering is well 
chosen I have seen a small shop, not over fifty feet in 
depth, made to look as if it stretched away for a greater 
distance, by the use of this type of floor covering 


l have dwelt ¢ 


t length upon the creation of this fine 


display room because it is characteristic of Mr. Keppel 


mann Someone said once that if we could know the 
reason why a person did just one thing, we would under 
stand that person thoroughly You know how it i Look 
at the way a man keeps his desk and you will know 


whether his habit of mind is orderly or not 


So the Keppelmann tore is thoroughl in keeping 


busines and 


with his habit of facing the needs of his 
going to the bottom of them in detail Why should I tell 


you, for instance, that this display is kept spotle » ~=Just 
looking at the photograph will convince you of that And 
the man who can plan and execute a shop of that type 


would tind it impossible to send out an estimate that did 


not include a proper percentage for overhead and_ profit 


There is no guess-work anywhere in the conduct of M1 
Keppelmann’s busine With the National Trade Ex 
tension Bureau's bookkeeping system, he knows his cost 
and how to figure hi profit He 15 that one of hi 
two objectives in busine is to get a look “at that most 





The Keppelmann 

shop has a plenas- 

ing home-like ex- 
terior 
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wonderful detective, the trial balance, at the end of each 
month.” There you have that habit of reviewing him- 
self and his business consistently carried out 


SELLING CARLOADS OF GAS RANGES 
KEPPELMANN has achieved a remarkable success 


M 
i in 


handling specialties—particularly a line of gas 
ranges Here again he tackled the matter in a thorough 
going way He selected the range which he felt would 
measure up in quality to the standard he had set and 


the exclusive for it in Reading This 


year he will dispose of about five carloads 


agency 


he secured 
advertising, by exhibiting 
at fairs and at In addition, 
Mr all the 
These men not only sell the range, but they are trained 
sell 
and any other product which may be handled. 
feels that of the 


range he his merchandising, it is 


maintained by 
the 


keeps 


This volume is 
all 
Keppelmann 


indoor winter shows 


two salesmen out time. 
softeners 
Mr. Kep- 


in selling 


to fixtures, water heaters, boilers, water 


pelmann while some success 


the handles is due to 
also due in part tothe fact that he made a careful selection 
the which 
would be further evidence of the patience and thorough- 
that go of this 
business How many masters, for instance, can boast of 
of per Yet 
by maintaining an efficient credit policy, and a firm one, 
the Mr his 
losses, yearly volume of $50,000 

the fact that 
somehow time for activities their 
Too the of 
can't read our trade papers because we’re too 


It would be possible to multiply instances 


into the management well-conducted 


ness 


credit losses as low as one-tenth cent? 


one 


that is figure at which Keppelmann places 


credit on a 
struck 
find 


many of 


I am always by these successful 


masters outside 


business get “too busy” state 


We 


We can't attend association meetings because we're 


us 
mind 


busy 
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too busy And so on. Mr. Keppelmann is a member 
of the Reading Chamber of Commerce and of the Kiwanis 


Club, as well as president of the Reading Association of 
Master This process of rubbing elbows with 
business men is a valuable source of information 


Plumbers 
other 


I suppose that out of a sense of loyalty some of the mem- 


bers of the Kiwanis Club may give their patronage to 
Mr. Keppelmann jut they give him something more 
valuable in his contact with them. That good judgment 
which has done so much to set his feet on the right road 
has without doubt been nourished and developed by his 
association with men in other lines of business. What 
we gain in this way can’t always be pointed out. But it 
makes itself felt in our judgments. 
IF YOU ARE AT THE CROSSROADS 

WOULD strongly recommend to any master who is 

I standing at the crossroads, wondering whether it's 


worth while to continue in business, or irritated because 
his monthly statement doesn’t suit him, that he cultivate 
the habit of getting outside and looking in. 
able will deliberately continue in 
business if he knows that his position is no better, and 
perhaps a little worse, than it would be if he were drawing 
a regular weekly wage. But, once a man squarely faces 


No reason- 


man, I am convinced, 


the facts of his situation, without attempting to gloss 
them over, he does not need to make the difficult deci- 
sion to go out of business. From that point clear and 
careful thinking of the kind that Mr. Keppelmann in- 


dulged in will eliminate the weak spots. 

In fact, to the man who is willing to face his problems 
without trying to dodge them, the jolt of realizing that 
all is not well is just what Mr. Keppelmann found it to be: 
“A blessing in disguise.”’ 


More Ways than One of Asking ’Em to Buy 


ABIT stands in 


certain 


bit of 
existed 


the of 


situation 


way many a progress 
for some 


to 


Because a has 


time is the only reason why it is permitted 


continue 

plumber 

still 
the 


This is so true that enterprising master 


Florida that 
using drinking cups at the fountain in the lobby 
face of it, it is difficult 
could continue to exist when in the poorest of city schools 


an 
they were 


On 


found in a large hotel in 


to understand how such a practice 


the bubbling fountain has taken the place of the unsanitary 


cup. 
Surely the argument of sanitation ought to have been 
sufficient to convince the management that a change was 


needed. The alert master in question went to the manager. 
He exhibited a photograph of a modern fountain, quoting 
price and installation cost He was turned down. “Price 
quoth the hotel manager. 

difficult 
ticularly trained in salesmanship to get around. this 
that the the 


is usually nothing but an endeavor either 


too high,” 
not 
But 
on 


Usually a argument for a man who is par 


master has evidently learned objection 


ground of cost 


to gain time, or to get a lower price 


GETTING AROUND THE PRICE OBJECTION 


‘YO THE master developed his sales canvass a little 
% further. He pointed out the nuisance. The floor was 
wet most of the time around the fountain. Occasionally 


a cup was to be seen lying on the floor. Still the manager 
could see no advantage in the change. 
_ “Now then,’ continued the master plumber, “think of 
the drinking You are spending over one 
and twenty year for cups. Compare 
the cost of the fountain, which is a permanent investment 
Think of the cleanliness of the surroundings.” 

Simply a process of ‘diamond cut diamond” the old ob 


cost of cups. 


hundred dollars a 


jection of cost overthrown by the process of showing that 
the cost of the system in use was even more. 

The fountain was and the manager 
nor his guests would go back to the old system. Yet the 
Every good salesman 


installed, neither 
sale presents no unusual features. 
knows that the first ‘‘No’’ is not to be taken 
getting the facts of the hand, an 
“No” is the best starting point for a sale. 
stand 


as final. By 
unreasonable 
No 
of the 


case in 


man can 


against a clear-cut demonstration fact 


that his objection is unfounded. 


out 
































The writer of this article has observed that many 
fatlures among heating contractors are due to 
a partial or total lack of knowledge concerning 


STIMATING for the Heatinc Convrracror 


N my travels through the coun- B EK W 
» A how various y ae ° 


try, have watched 
heating contractors estimate their 

jobs. Some have a trained estimator to do this, and 
fairly good results are obtained in this way, provided 
he has tickets from previous jobs to guide him in esti- 
mating the cost of labor. If he is depending on the guess 
of the boss or the foreman on the job, as to the labor 
required, he may be right and he may be wrong 

Estimating material is comparatively easy, but labor 
is the largest item and a mistake on this item is fatal. 
In order to estimate labor properly, it is not enough to 
tell your estimator—‘'We have 100 radiators to connect 
and it takes so many hours for each one, multiply your 
time for each by 100 and you have the time required 
for the entire job; then add to this so many hours for 
connecting the boiler and so many hours for running the 
main, returns, etc.”” This is guess-work and all of us 
are not good guessers as the report of failures indicates 
during the last year. In going over this report I notice 
that the causes for the increased failures are due mostly 
to faulty estimating and to the fact that a large number 
of those that fail do not know how much of an overhead 
they have to add. A great many do not know what 
should be included in the overhead. Another fact is that 
a great many that failed accepted large contracts and 
did not have enough capital to carry such large contracts 
to a finish. Others tried to do too great a volume of 
business with a limited capital and found themselves 
unable to meet their pay roll and material bills when 
they became due. 


THE BID PEDDLER 

CURSE in this business is the fact that some con 
A tractors of buildings peddle from shop to shop, the 
price quoted them on a heating job, in order to get a 
lower price. If the original figure is $20,000, they go 
to another heating contractor and give him this figure 
asking him to cut this price. Unaware of the real object 
behind this move, this heating contractor feels that if 
Jones with his big overhead can do the work for $20,000, 
he, with a great deal less overhead, can do the work 
for $18,000. This plainly shows that he does not even 
know what his overhead amounts to. 

The general contractor immediately takes this lower 
figure of $18,000 and submits this to another heating 
contractor with the result that he gets a still lower figure. 
This process is repeated until the lowest possible figure is 
reached. What is the result? The heating contractor 
who secured the contract, at, let us say, $16,000, may be 
$4,000 below the first contractor’s price, and is bound 
to lose money. 

It is not reasonable to assume that the first contractor 
figured on making $4,000 to $5,000 clear profit on the 
job. seware of such general contractors and know your 
Overhead before figuring. 


What should be included in thi 


RIESBEC K overhead? The following items are 


some that are important, there may be 


others in your shop that should be added 


Rent (iasoline ind tires 

Office help, reight and cartage on ma 

Telephone and telegraph, terial 

Interest on shop and equip o ind waste for shop, 
ment investment Foreman’'s salary, 

kire insurance, Stutionery and advertising, 


Liability insurance, Traveling expense, 


Compensation insurance fanitor service, 

Power and light, Heating of shop and office 

Repairs on trucks and serv (if not included in rent) 
Ice Car 


There may be other items that are peculiar to your 
own business that may be added 

If the job is out of town, board and room for your 
men should be added If you give part of your time to 
your business either as supervisor or estimator, that 
expense should be added You may have other non 
productive labor that may come into play, which should 


not be forgotten 
TIME TICKETS 


PYAHE MOST important item in figuring costs of jobs 

| is the time it takes to complete the job This time 
can best be judged from former similar jobs Let each 
of your employes make out a daily time ticket showing 
the amount of work done and what the work consists of 
If running mains and returns let them state this on time 
ticket If connecting radiators let them say so on the 
ticket If all these time tickets on the same job are 
collected and tabulated in a cost book, you can at any 
time refer back to these figures if you have a similar 
job and thus obtain accurate costs on which you can 
base your future estimates Tell your employes before 
hand, if they have never made out a time ticket, that 
you are establishing this system, not because you want 
to watch them or check up on their work, but for the 
purpose of getting accurate costs for future jobs, and 
you will have their co-operation. 

Time tickets will also help you to place your men to 
better advantage. For instance, if you find that one man 
can connect up more radiators than the other man, he is 
the most logical man to put on connecting radiators. 
This man may be a total failure in running mains and re- 
turns. Another man may prove superior in running risers 
another in running mains and returns, ete Place your 
men to the best advantage, and discuss your time tickets 


and the differences in men with your foreman so he will 


know where to place his men to get the best results 
TAKING OFF MATERIAL 


HEN you go over your blue prints, mark each valve 
\ with a red pencil, each trap with yellow, all steam 


specialties with green, etc., so that you will not have 


19 
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to look t} when you ma } by to get A correct estimate sheet will enable you to draw the 
ill « ‘ fferent iaterial Di our sheet yroper amount on your job at the end of the month, and 
l.ist all 1 rial pal nder | nt heading ou can tell the owner exactly what material you have 
and nd pl on the 1 d pposite the item on the job, and the cost of your material, as well as the 
Thi l ré ithat 1 iter ‘ rl ked If vou time spent on the job from your time tickets and thus 
have r t | 1 paper 1 write each void disappointments 
item or epal line so you can readily check up and The time spent on this work is well worth the effort 
mal re that 1 | el 1 priced it will lead to profit and black figures on the right hand 
[,ist ) f ! } parate na lil en count ide of your ledger in place of red figures. 
ill edb fo 1 te of on ze mmarize on a \ large item in the proper operation of your business 
epar h lrawing lime and one that has a large bearing 
hrough the iter ou have taken on the profits made on a job is the 
Cu of, tl \ ssure vou tha taking care of your bills promptly 
no fitting re overlooked. and all | is get together on. thi before they are due, thus taking 
i ransfe | estimate | ee f estimating. We advantage of your discount 
heet . , : ; I know of a shop employing 
" pipe do the san ne ence panes eee four men where the discount on 
he ou ize pipe ( , tractors will send in their es materials amounted to over $60 
go along, all on one sheet and prt timat eets so that we may have per month, and this item was clear 
( d id 1 the different t showdown on this Important sub profit on the jobs; besides the 
lengths of or e together as ect 1 Hie nothing that contrib man received prompt service from 
marizing ame on the estimate : cane. te he anaes cf tie manufacturers and when unable to 
heet. Follow the lines and do not ; pay before the 10th of the month 
put your figures all over the sheet heating man than a knowledge of often had his time extended. He 
which will result in confusion estimating and there 1s no surer road did not have to pull his men off 
If vou have ih-contracts to let to failure than by the way of faulty the jobs on account of not having 
et your figures in writing, not estimating. Let us get together and material on hand and lose time 
niepastes phone. If you must phone adopt a uniform estimate sheet and cmtnet Sig Hein the fact Som 
or them k your sub-contractor hah ; ; when material is not promptly on 
to confirm them Phone conver do away with the untair competition hand, men will have to loaf on 
tion re easy to change; the that is the direct result of lack of the job which is expensive. I 
may | misunderstood. If you knowledge of this subject. have seen more leaks of this char 
ha to order material from out acter than of any other kind. This, 
side add ir freight and cartage of course, increases the cost of the 
job. Have your men report mate- 
DON'T CUT BELOW COST rial shortages in the afternoon, and see that this material 
F you proceed systematically with your estimate, you is on the job the next morning. Transfer men and material! 
| are ure to get the correct figure, and after adding in your own car if necessary, it pays. 
your overhead and profit, you are sure not to lose on the Send us samples of the estimate sheets you use, also 
contract Remember, if you have to cut your figure, do your suggestions on this matter for future discussion. Let 
not cut below ovr cost as figured You may reduce us all join in so that we all will be benefited and thus 
your profit, if you care to, but do not go lower than that help to clear up this difficult problem that faces the trade 
If vou have finished your estimate do not throw away By doing this you will help the other fellow and by doing 
vour sheets on which you figured They come in handy so you will help yourself most. HE THAT GIVES MOST 
to figure tnilar jobs and will save time on other jobs RECEIVES MOST. 


Legal Dectsions 


CONTRACT OF AGENT 
LTHOUGHLE an avent enters into a contract with the 
A wtual intention of binding his principal only, if 
his wording of the same, or the circumstances of the 
case are such as to bind himself, he will be personally 
liable thereon, notwithstanding the fact that he may 
have incidentally disclosed the name of his principal 
An affirmation in regard to an existing fact, distinctly 
and positively made in the negotiations for trade, should 
be regarded as a contract, and enforced as a warranty 
Supreme Court of Oklahoma, First National Bank \ 
Kempner, 229 Pacifie Reporter, 840 
“CONSIDERATION” IN LEGAL PARLANCE 
™NENERALLY speaking, it may be said that the term 
J ‘consideration, in the sense it is used in legal 
parlance, as affecting the enforceability of contracts, 
consists either in some right, interest, gain, advantage, 


benefit, or profit accruing to one party, usually the prom 


isor, or some forbearance, detriment, prejudice, incon 


act or 


party 


venience, disadvantage, loss, or responsibility, 

service given, suffered, or undertaken by the other 
it sufficient define 
the 


Exum Vv 


(promisee }). is usually to it as a 


the 
Court 


benefit’ to promisor or a detriment to promisee 


Supreme of North Carolina, in Lynch 


125 Southeastern Reporter, 15 
AS TO PARTNER RUNNING BUSINESS KEEPING 
A RECORD 
HILE the rule is that a partner who runs a busi 
WY cen must keep an account of his transactions and 
be able to make a settlement with his copartner, this rule 
has no application where the business is run without 


any books being kept with the knowledge and consent 0! 
Court of Appeals of Kentucky, in Woole) 


265 


both parties 


v. Mattingly, Southwestern Reporter, 302. 
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the highest falls the Columbia River 


near Portland 


Multnomah Falls, on 


A 


LREADY the 
the pleasant anticipation of the trip to Portland is 


in home of many a master plumber 


stirring up an interest in scenery not only that 
of our own Golden West, but that of the eternal feminine 
And who will deny that the colorful feminine raiment 
will add a touch to the trip that will lift it above the 


“stag”’ affair? 
Among the many pleasures in store for those who will 


turn their faces toward Portland in June will be a trip 
along the famous Columbia River Highway 
BUILDING THE COLUMBIA HIGHWAY 
HE man who saw the job through was John B. Yeon, 


Portland. As roadmaster, 


T 


in charge of the men at work on the highway, he 


a public-spirited citizen of 
brought 





2? 
Se 


On to 
Portland 


On Vice-President 
Longley’s special 
train, through the 
wonderland of the 
Golden West 


a large experience in handling gangs in lum 


ber camps. He took the plans of the engi 
neer and of them made one of the world's 
famous roads. 

The road was officially opened between 


Portland and Hood River on July 6th, 1915 
thousands of automobiles from almost 
in the 
the Cascade Mountains the 
of of land were donated by 
men who had the vision to appreciate what 
the highway would mean in terms of beauty 


when 


every state Union began to drive 


through to sea 


Hundreds acres 


to the thousands of tourists who yearly drive 
to the west coast. 

Among the special trains which are being 
made up is that which will carry Vice-Presi- 
Longley and of the National 
Association in the southeast. At St. Louis the 
special train and the Pullmans from all points 
will join forces, headed for Denver, Colorado 
Springs, Pike’s Peak, the Garden of the Gods, 
Cave of the Winds and the indescribable beau- 
ties of the Royal Gorge. After visiting wicked 
Hollywood and Los Angeles, and Wm. Wrig- 
ley’s own island, Catalina, the party will pro- 
Two days there will 


dent members 


ceed to San Francisco. 


include sight-seeing trips to points of interest, 
ighway, and a night trip through mysterious China- 
town. 
The high point of the return trip will be the 
Yellow- 
national 
American 
unforget- 


four and one-half days spent in Yellowstone Park 
Park the of our 
government, for of the 
The period of time spent will 


stone has been especial care 


the recreation 
here 


set aside 


people be 
table. 

We might call it to the attention of masters who have 
never visited Yellowstone Park, that here they will see 4 
heating arrangements 


bit of nature’s own plumbing and 

in watching the geysers geyse, including some sort of 
thermostatic control which causes the geysers to erupt 
at set intervals. Just to show that there is no trick 
about it, Mother Nature has varied the intervals with 
the various geysers from one minute to fourteen days 
For some, the intervals of eruption can be predicted with 


absolute accuracy, so regularly do the phenomena cur 
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WONDERS OF THE YELLOWSTONE 


yO DOUBT many a heating man has heart-ache at 
\ 
+ 


ie thought of the waste of all that potential 
warmth It is estimated that Old Faithful, most famous 
of all the geysers, hurls into the air every sixty to eighty 


minutes a million and a half gallons of water This 
totals 33,225,000 gallons a day and would supply a city 


of 300,000 inhabitants. 

It is a very real impossibility for anyone to give an 
adequate idea of the wonders of Yellowstone, and one 
and all, writers have thrown up their hands before the 
task of describing the Grand Canyon of the Yellowston: 
Into its walls, rising sheerly, nature has set painted every 
color on her palette, with great wide slashes of the brush 
From pure white to deepest crimson, with all the tones 
between. And through it all plays the twinkle of metallic 
lustre as if precious stones reflected the sunlight 

One who has stood beside Niagara and heard the noise 
of its fall, can perhaps attain an idea of what the rush 
and turmoil of the Great Fall in the Canyon is, dropping 
as it does for three hundred and eight feet---almost twice 
the drop of Niagara Yellowstone Park is likewise the 
greatest natural preservation ground for wild life in the 
world Bears, buffalo, antelope, mountain sheep, white 
tail and mule deer, and elk, roam unmolested. It is 
their playground as well as ours 

When the party leaves the Grand Canyon it will proceed 
toward Cody and those whose imaginations are alert will 
not have much difficulty in re-creating the conditions of 
the old frontier days, when Indian and white hunted each 
other, and the abounding wild game. The very names 


wie 
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~ 


reek with pioneer history Following the Shoshone River, 
the road slips between the steep sides of the Shoshone 
Canvon tormed by Rattlesnake ind Cedar mountains 
This Cody Road has been blasted and chiseled out of 


the face of Rattlesnake mountain and is as smooth as a 


And at last the party will emerge on the Wyoming plain 


the battleground of the Crow and Blackfoot Indians 


Here and there are circles of small boulders which at 
on in cured the edge of the teper of these war 
loving Indians And directly ahead lies the home of the 


hero of every American lad drean Cody, the home 


town of Buffalo Bill 


WHILE IN PORTLAND 


URING the stay in Portland, those who wish to make 
[) sightseeing trips will find a very useful folder 
issued by the Portland Chamber of Commerce This 
folder lay out an itinerary of ten days, each day in 
cluding some especial point of interest Among these 
is Multnomah Falls, pictured on the previous page. Here 
vou vill see a drop of 541. feet followed by the lower 
falls which drop 69 feet fjetween the upper and lower 
falls there is Benson Bridge, from which the view shown 
in this article was taken 

It is suggested that reservations be made at the earliest 
moment possible, whether you will travel by the Presi 
dent’s Special, the Vice-President’s Special, or any of the 
everal other special trains being made up in variou 
sections rhis will make it possible to complete arrange 


ments at an early date 


ae; ¥ >. 
bt a wi . 





A typical residential scene in Los Angeles the beautiful 








This article points Out the present close r 
In rural communities and a healthful fo 


elationship between conditions of Sanitation 
od supply for our great city populations, 


It portrays vividly the need for septic tanks in farming communities and how their 


installation would bring about a need fo 
of a shortage of pure water. 
that only one out of thirty-three rural he 


could be given a clean bill of health 


r more plumbing and eradicate the danger 


It is a blow to our boast of high civilization to know 


ymes producing the nation’s food supply 
in the most salient features of sanitation 


SANTEE ATION SLOW i RURAL DISTRICTS 


pollution of rivers and 


“HE AGITATION against the 
trean i gaining momentum And no 
! 


In one day ! | came newspaper clipping 


wonder! 
from 
various parts of the 


United States bearing such headings 


i Doris ’ VW Pollution Stirs Twenty Cities 

Stat yeopartment of Health Talks on Stream Pollution;”’ 
Strea | | n Bill Considered “Both Houses Pass 
Pollution of treams Measure “Michigan River Pollu 


Water Supplied City Kills Fish;” “Plumb 


WATER SHORTAGE IN RURAL DISTRICTS 

OWEVER, it is not alone in the production of whole- 
H some foodstuffs, important as that may be, that 
Statistics 


rural sanitation plays such an important part. 


inform us that diseases such as typhoid fever, dysentery 


malaria and hookworm are generally less prevalent in 


our larger urban centers than in our villages and rural 


districts where there is 
for drinking, cooking 


districts And it is in the rural 


the greatest shortage of water fit 


ing Hit by Lack of Pure Water.” and bathing 

The campaign started by “Domestic Engineering” for To quote further from American Public Health Asso- 
the purpose of conserving and increasing our pure water ciation Journal. “In our rural districts sanitation 
pply, is me 1 wnized by Several magazine not in has as vet been remarkably slow, and such as has been 
our field \ssociations of master plumbers have taken up made, has been in spots too few and too far between 
the agitation, and addresses on the endangering of our According to all the evidence at hand not more than 3 
water supply are being broadcast by radio One such per cent of the 12 million or so rural homes in the United 
addres that given at Buffalo recently by J. Warren States could now be given, after a careful and competent 
Fortenbaugh His radio addre is as follows inspection, a clean bill of health on the most salient 
It is a singular coincidence that while this address wa features of sanitation.”’ One out of 33 is not a very 
being prepared, an editorial in the American Public Health high average for our American civilization about which 
Association Journal should we are so much inclined to 

appear under the same cap _————— rere . boast. 
oe - ey = agen te Noster e oh ” ; . oh 
tion. Inasmuch as some of o ee ~~ om vee. + ae The solution of the prob- 

Few eS ee ae TUE Hh ; 
the thoughts expressed in ' o) + gat war oe ee ae one So sae al ee | lem of sewage disposal in 
2 “es + aed ‘ ee a » a . . . , : 
the editorial are identical eee A. Ba. Mme 7". rural districts is the sept 
; mt, - = ss a 7 ; i 
ith those that th peake! 4 ee _ 2 é shalt, tank Sewage containing 
: ; i ae @ os 6m . 7 é 
had in mind and since he i coe 7 a4 pike he ae . the waste from the human 
* 4 oe ee 3 . 3 : 
affiliated with the associa —_ a” body has within itself the 
— = W tial Mie ss nee. é 

tion, he will take the liberty - a nae Sr 7 means of its own disposal 


of quoting therefrom 


With the ine 


reased and 


necessary complexitic of 
modern life general prog 
ress in anitation 1 ( en 


tial to safe and wholesoms 


living The health condi 


tions of our rural or urban 


districts are, therefore, of 
Importance to oul hole 
population Thu we on 


how intricately our en 


population j bound to 


gether : 


The citv’s food upplies Sewage being dischar 


are derived from the farm 


and, whatever of filth or disease lurks about the farm un 
questionably has its effect on the marketable food pro 
duced there The installation of pp ‘Yr sanitary equip 
ment about the farm has been of incalculable value in 
producing a safe milk supply and the use of such equip 


ment has been increasing rapidly during the last few years. 





Oy? le This breaking down is 


known as the septic pro- 
cess and the tank in which 


the action takes place 18 


known as a septic tank 
By means of the sept 
tank, any home provided 
with a running water sup 


ply can be furnished with 


a satisfactory and sanitary 


; al 
means of sewage disposal 





SS. GROUND WATER SUP: 

Tan f et Po PLIES PROTECTED 
ced into an open stream AHIS should appeal to 
‘T every intelligent person 
for two reasons first, that it furnishes the means 0! 
disposing of sewage in a safe, satisfactory and inoffensl¥! 
way and, second, that by this installation, ground water 


supplies which are so necessary for increasing and mall 
rural districts 


theory 


health of the dwellers in the 
This 


taining the 


are protected second statement is not 


24 








in 
al 
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In cases Where the effluent of septic tanks is disposed of 
ny absorption in the upper layers of the earth, pollution of 
wells and springs is reduced to a marked degree, because 
this sort of pollution travels relatively short distances in 
the earth, if discharged into the soil close to the surface 
fthe ground. 

Inasmuch as sewage plants should always be placed at 
more from than 
proof shows the pollution to be conveyed, the 


jistances remote wells and = springs 
scientific 
result in the 
ynttamination of 
f water supply is appar- 
ent 

It is now possible to pro- 
ure septic tanks ready for 


nstallation in sizes to ac- 


lessening of 


this sort 


mmodate the smallest 
ottage or the most pre- 


Indeed the 
manufactured tanks are 
made in such sizes that the 
swage from a group of 
houses or a small village 
an be treated in one large 
tank. Installations of this 
kind are increasing rapidly. 


tentious home, 


MORE SEPTIC TANKS— 
MORE PLUMBING 

F the tanks are designed 
| to meet the require- 
ments of a particular in- 
stallation, how shall the 
proper sized tank in each 
instance be selected? After 
onsiderable study and observation, experience has shown 
that for an ordinary household a sewage discharge of 35 
gallons per capita daily is taken as the basis of calculation. 
That is for a family of six persons, a tank of not less than 
210 gallons capacity should be used. 
elaborate the home, the greater the sewage discharge, and 
more septic tanks means more plumbing fixtures to be 
sold and more plumbing work to be done. 

In addition to the treatment of domestic sewage, these 
tanks may be installed for the treatment ‘of industrial 
wastes, and to prevent the pollution of streams, wherever 
sedimentation coupled with bacterial decomposition of the 
sludge or solid matter are the essential factors. However, 
the installations of the larger sort should not be 
without expert sanitary engineering advice. This may be 
procured in the case of the larger manufacturers, from 
their own engineering staff. If, this is not 
available, advice should be sought from private engineers 
‘ngaged in such practice. This is 
reasons, Ist, that a tank suitable to 
the installatfon for which it is intended be selected, and 
‘nd, that the disposal of the treated effluent be made in 
In many states this means its dis- 


do not know that it is polluted 


Of course the more 


made 


however, 
essential for two 


meet the needs of 


‘atisfactory manner. 
posal in accordance with the requirements of the various 
state Boards of Department of Health. 





Those who admire the “pure sparkling water” of this stream, 


the preceding page 
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WATER SUPPLY MENACED BY TOURISTS’ CAMPS 


PYNHE LAST phase of improving rural sanitation to 
Which | would call your attention is that which has 
sprung up only recently. jefore the advent of the auto 


mobile or at least prior to its universal use, there existed 


in every community places which were virtually isolated 


With the improvement of the highways and the common 
these 


There is no spot so remote that it can 


use of the automobile, isolated places have prac 


vanished 


tically 


not be reached and_= sel 


dom a hill so steep that it 
cannot be climbed by the 
present-day auto. The pre 

beings in 


ence of human 


thes otherwise neglected 


and uninhabited spot 

means the beginning of the 
spread of filth and contami 
nation, In addition to thi 


rural spots being inviting, 


are made more so by the 
construction of tourists’ 
camps, some very elaborate 
able 


night or the 


where motorists are 
to spend the 
week-end in the delightful 
haunts of Nature 


Furthermore, as the mo 


traversing the 
both 


torist is 
highways from the 
standpoint of economy and 


novelty, he desires to get 


by the sewage pictured on away from the conventional 

city hotel and as a result 

one finds, at conveniently 
located places, camps where the automobile tourists may 
pass the night. Where these camps are situated near a 
city, often the public water supply can conveniently be 
run to the camp, whereby shower baths and other toilet 
accommodations may be provided Many such installa 


tions are equipped in a very elaborate, efficient manner 


However, the means of disposing of these wastes is 


not so easy of solution There is no sewer system avail 


able and the various laws of the several states will not 


permit the discharge of this sewage either into a water 
A septic tank, 


course or upon the surface of the ground. 


then, is the economical solution of the problem, disposing 
of the effluent 


irrigation. 


from the tank by means of sub-surface 


itself to comfort sta 
benefit of the 


The same solution also presents 


tions placed along the highway for the 
traveling public. If these 


located with the thought in mind of preserving the purity 


stations and camps are not 


of the stream in the drainage section, we must be alert 
to the fact that SOONER OR LATER THERE WILL BE 
NO PURE STREAM IN THE COUNTRY, for just as soon 
upon the ground, there follows 


as the foot of man is set 


in its wake contamination, and thus if not 
trolled it 


greater 


properly con 


may result in the spread of disease and a still 


shortage of pure water 








(Combustion 
ra 
‘Tests 


A. S. H. & V. E. experiments 
result in some very interesting 
on the relation between 
design and free air, and effi- 
in 


data 


cient combustion of fuels 


small domestic types of boilers 


YHAT effect on combustion ha the addition of 

/ extra ions to a boiler? Does it help combu 

tion to admit air through the slots in the fire door? 
How much ji there ind what effect on combustion ha 
the free « en hich pa from the ash-pit to the space 
ibove the fuel bed? 

A prograr if -operative research, with the view of 
determining juat eh data on boilers of the cla gen 
erally rated below ooo sq. ft. of radiation, was con 
ducted by tl) I 5. Bureau of Mins and the American 
Society of H ing ind Ventilating Engineers at the 
Bureau Pittsbur Experiment Station \ report or 
the series of te made was presented at the annual 
meeting of the Ainerican Society of Heating and Ven 
tilating Engineers January, 1925, in Boston, Mass 

There is a va field for improvement in the practical 
operation of such boilers Hundreds of tests have been 
made in which it deve loped that with loads on the boiler 
at from 50 to 100 per cent of rating, the average effi 
mency of the various kinds of fuel used proved to. be 
only 57.9 per cent, while at medium and low ratings the 
thermal efficiens proved to be well below 50 per cent 

In the program of research there were three serie or 
tests conducted on a typical, small, round, sectional boiler 
The boiler was fired with ike, anthracite and bituminous 
coals In order to compare results when sections were 
added, the tests were made using the fire-pot of the 
boiler alone, then ing the fire-pot and dome, and finally 
using the fire-pot, thre intermediate sections and the 
dome 

THE REFECT OF EXTRA SECTIONS 

T was found that tor maximum efficiency coke required 
| more sections than anthracite. It takes up more room 
in the fire-pot and leaves less room above the fuel bed 
for completion of combustion of the partially burned 
ease For that reason, even a three-section boiler was 
not the most efficient boiler structure for the particular 
ratings investigated when burning coke 

With anthracite, it developed, maximum § efficiency 
would probably be reached with fire-pot, dome and prob- 
ibly not in exces of one section At low and medium 
ratings, the more sections added, the less efficiency was 
obtained, because the loss of heat by radiation and con 
vection was greater than the gain in the heat imparted 
to the sections It is a well-known fact among practical 
boiler men that at low rates of output with the ordinary 
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lront view of completely assembled boiler 
boiler, the top section can generally be removed and the 
efliciency raised 
At the higher ratings, however, when this is done, t! 
efficiency would be lower than before it was removed 
Even with three sections, the tests showed a low thermal 
efficiency when the boiler was fired with anthracite and 
run at a rate at or near the manufacturer's rating. It 
quite proper, however, that efficiencies at maximum rating 
should be low in order to permit the range of maximum 


efficiencies 


portion of 


earried during 
Average experi 


the loads 


heating 


at lower 


the season 


the major 


nce shows 


that the heating season consists of approximately 100 days 


moder: 
of 


period, 


of 
days Vv 


W 


entire heating season is the period in which a boiler 
Obviously, € 


be called 
elency mé 
if a corr 


temperatures normally expected during the other 82 1 


weather, 80 days of cold weathe 


cold 
hich constitutes only about 


ite 
highly windy weather 
18 per <¢ 


ery or 


upon for its maximum rating. 


be 


t sponding 


Ly sacrificed 


gain is effected over the 


ent of the season In designing the most 
boiler, the number of sections should thus be 
that the efficiency will be highest at the ratin 
the greatest quantity of fuel is burned thro 
season 

When burning bituminous coal, additional 
low ratings do not serve to better operating 
either, as the heat radiated and convected tl 
ibout as great as and sometimes greater than 
tional heat absorption At high ratings, on 
hand, there is an increase of these efficienci 
addition of sections The test would indica 

(Continued on Page 35) 
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You can’t sell them if 
they don’t fit 


OUR opportunities for selling the Classic are much 
greater than with other sink fixtures somewhat 
similar in appearance 


l-or the Classic is adjustable to any width from 4-in. up to 
12%¢-in. All you have to do is adjust the angle of the arms 
The range is wide enough so that you can put a Classic on 
any sink 


You can install a Classic anywhere in less than twenty 
minutes. This is a big advantage for you. And you can 
sell more of them because every’ home is a prospect 


Write for illustrated catalog, complete information and 
prices. A fine line of dealer helps and window display are 
ready to help you sell. 


The Chicago Faucet Company 


2700-22 North Crawford Avenue Chicago, Illinois 


The Quaturn Renewable Cc ie i CA GS o 


Working Unit—seat replace- 


able as well as washer. Saves 
all wear on the body casting. 
Easy to repair — everlasting. 
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Made the Perfection Way 


Every product turned out of our factory is made 

with the idea of meriting the permanent patronage 

of our customers. Quality of materials or work- 

manship is never sacrificed for any reason. No 

specifications are too rigid for Perfection goods. 

They stand the test of time and long service. 
sod duck volves crv chown in the 1905 Looensatie Enaineering 


Catalog Derectory, pages 434, 435 and 817. Reprints, punch- 
ed to fit T. E. B. Loose Leaf Catalog, supplied on request. 


The Beaton & Cadwell Mfg. Co., New Britain, Conn. 
New York Office and Store: 234 Water Street 
A Complete Line of Tested Hangers to Suit Every Purpose 
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The drawings criticized in this session of the Schoolmaster’s class 


are those of “‘tardy”’ students. 


follow-the-leader on the way to school. 


Don’t stop to play leap-frog or 
So many drawings are 


« 


coming in that it may be possible to publish only those received 
on time, the tardy pupils receiving their criticisms by letter 


The 


Schoolmastet and His Class 


MWENTY-FIVE corrected drawings have been re 
received too late to be used at the time the prob 
lems were regularly discussed. On this account 

we have been compelled to condense the drawings and 
the criticism on them as much as possible, and it is a 
question whether there will be space enough in the futur: 
to permit of the presentation and criticism of the draw- 
ings of the tardy pupils. 

The drawings to be considered are as follows: 

November Ist Problem 

Fis 1 FF. March. 

Fig. 2 Alex McHenry, Brooklyn, N. Y 

Fig. 5—“C. J. E.,” Reading, Pa 

rigs. 3 and 4 David Ross, Vancouver, B. C 

November Sth Problem 

Fig. 6 Bob Padula, Albany, N. Y. 





bathtubs have crown vents The main vent for the 
bathroom stack should enter the soil stack below the 
lowest fixture, through a Y branch, in order to drain 
Vents for A and B should not have quarter bends, but 
should drain into the lead bends 

Fig. 2 There is little to criticize The top. floor 
water closet requires no vent 

Fig. 3 Vir. Ro of Vancouver, B. C., is the maker 


of this drawing 


The Vancouver ordinance dor not require individual 
trap vents until the um of the ectional areas of the 
traps discharging into a stack amounts to 2/3 the area 
of the stack According to our reckoning, the sum of 
the areas of the eight lavatory traps entering stack A, and 


the um of the areas of the three sink traps entering 


Fig. 7 Leon W. Bacon, Hartford, Conr 
Fig. 8—Alfred T. Walter, Milwaukee, Wi stack B, considerably more than equals 2/35 the area of 
a [ i 
t ] ee | il} 
+ led j ic] . " i A h h J 
4 ea | tab td) ad { | 
ota es fon She 
Cig 1] iS rf 
fl red “ =the 1 | ] | | } ' 
lomm \ are a. ney 4 a 7 t 4 i 
ty loa Ot ie 
a whol Yi } t { 
| i } 
erm vai f I ) 7 Lvd Sy 
uy | Ct r | { 
- ¢ Yet MEME} \ yr * a. A + 
’ Wy 7 4 
Pig. 1 Fig. 3 Vig. 4 
December 6th Problem their respective stacks, which would make 
: er Birg Sistersvills V i i a , 
: . oe : ‘? a aie 7 dalician + } h the connections shown in Fig. 3 wrong, ac 
ig. 10 - tohl, Philadelphia, Pa | 4 : 
Fig. 11 “K, A. Z.,"" Middletown, Ohio F 7 i cording to the Vancouver code Are we 
Fig. 12.—-David Ross, Vancouver, B, C + f 4 right on this? 
Fig, 13 Tho r St Ky ts " ‘ | i | 4 ae = ; 
| cs "4 - rah see se — i 1] Fig. 4 In this drawing is a correction 
rig —- 3 arwe artersyv e, Ga 
' ' + . : ry awn 4 
December 20th Problem } { ud ip of the drawing, Fis which appeared in 
I 15.—-Richard C. Connor, Wolfeboro, N. H the January 24 article 
. - . 4 
| 16 H. J. Taylor, Flint, Mich. | Mr Ross writes a follow “In the 
I 7 anc 3.—Thos. W. Stoll, Tientsi: hin: mad = 
silent ing sem a tenga ih 3 -_ same issue, the drawing I submitted is not 
January ore roblem r om 
9—"P. A. T..” St. Louis, Mo $ ig. 5 correct, according to our code I suppose 


20 J. W. Kaylor, Springfield, Mo 
21 A. R. Lieber, Boonville, Mo 
»2 W. J. Thoman, Shreveport, La 
Alfred T. Walter, Milwaukee, Wis 
January 17th Problem 
{ Henry Oertli, Jr., Austin, Tex 
Mig. 2 ‘A. O.,”"" Minneapolis, Minn 


For the sake of brevity, we shall allude to the various 


fixtures by letters. 
Fig. 1.—It would be better to pitch the refrigerator 
Wastes sharply, as in Fig. 2. The laundry trays and 


in my hurry I was not careful enough in 
checking up, but saw my error immediately.” 

Fig. 5 In our opinion there should be more individual 
trap venting than is shown In this drawing every one 
of the fixtures is wet-vented except five top floor fix 
tures and lavatories We would suggest that the method 
used in Fig. 4 be applied to Fig. 5 

Figs. 6, 7 and 8 were in response to the problem pub 
lished November 8. 

Fig. 6 This job is very well done, the criticisms be- 
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ral 4 A h A i Vancouver drawing, and therefore well deserving of study 
T | ' is TTT N ry and comparison with ordinary methods We would sug- 
= : 4 heat ih 
| 4. gael 1 ee gest that the laundry tray vent might have been connected 
+ \ 4 1 =| © 
eo sean Aiige ip 4 4 one floor lower, into the vent just above A. 
vavly > 
Al id if ani crim Fig. 13 Mr. Stoll, the maker of this drawing, has a 
ura Ai’ i> Ps 64 = > aad Og r . 
j ? ). «tt ' first-class excuse for appearing among the “‘late comers,” 
+} ° we - * , 7 . : 
a ey 4 ius whip a? r for he hails from China, and says the magazine a 
Fig. 6 
ir rf inor importar Band ¢ » be properly vented by bt r r re DL a 
hould waste into louble T-Y rather than into a double 4 tA ry U ire ag } | 
A | ' a 5! 4 
Y 3 nvented ID and |] being p fixture require ud be Pat if 
no vent \| 
a a 
Fig. 7 \ ild ha its own trap Th urinals on h#-+—-) 4 e 
. rt 4 ry ot | 4 
appear to have I ent Iso. th aathtub rt} u . y J || 
work is well dor ju oad | | 
Fig. 8 This alse eptiona good work idher || | | 
d+, by—y— Aa a | t 
pull 4 ips _ y 
; cf UV , 
7 r py J P yt") | 
ues pick PsP) | | } 
h Perc bet h " ' | 
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Fig. 8 
= | =— ee a——, 
ee pee ree or ries wl + 5 
f ¥ ? } r month old when he receives it. He is with the China- 
Fig. 7 American Engineering Corp., and writes that the local 
plumbing regulations are only for the British Concession, 
ing to strictly orthodox plumbing methods About our and that the rest of the city is without plumbing regula- 
only criticism is the crown venting of A tions The drawing is well done. It might be criticized, 
Fig. 9 This is one of six late-comers on the Decem however, the chief criticism being the use of crown vents 
ber 6th problem It shows a good understanding of instead of continuous’ vents A should be vented 
Mr. Stoll in his letter asks 
several interesting questions, 
4 kK te | 
f] rT 1 } f] f i} TH) aia — which we will endeavor to 
Hh F\itda sam an aS + eS ail, te le ile! ee 
+3 oy h ph — pd ape — (A sop} J answer in an early regula! 
Ly Ctr ot + » eT 4+ j '—————_ _ —=} . 
{ i f | tit. ‘4 article. 
\ ! ¥ v 4) J Lan Uv } j i| - a?" . 
i “tig Ay 4g Tt ‘ys | da a ee SS hy 4 Fig. 14.—This is a well- 
i } rr rT, , : 
Le t 4 ot oon 5) } } } fii toro thought-out drawing, with no 
eA TT CU yy | v-r—t 4. tr a. = oe 44) 1.4 aig ie 
4 a Bee h ’ Acer el] BLD eda dl) criticism. 
+i—+-——, hh Ae 5 " cm, Te | + a ap Ee ee 4 4 ‘a x ee ee : : 
Narr Yah bys i} re i \ | | ray |] Fig. 15.—This is one of 
+7 A- u— 7 }+ F 6 ee 
j i i thy » a pd tg os 4 ae ee SS t yy awi 1 rhi ‘ 
ieee 4 4 four drawings which deal 
2 eee —— —— ee ee ¥ — . 
with the December 20th prob- 
Fig. 9 Fig. 10 Fig. 11 lem. Fixtures A, B, C, D, 


E and F are top floor fixtures 


plumbing, and practically all we have to say against it which do not need to have separate vents, but may be 








is the venting of all but one of the water closets Water stack-vented The vent for G should enter the vent 
closet A has a vent which will drain off all condensation, stack above the top of the fixture. The cellar drainer 
scale, etc., and the others should be handled thus should have an indirect rather than a direct connection 
Fig. 10 A and € should not waste into the heel of into the house drain. No fresh air inlet. 
the closet bend, and should be vented. B, which is crown Fig. 16.--The rain leaders should be trapped The 
vented, needs no vent D, F 
and G are crown vented E 
needs no vent ry-w-4 t—n 
Fig. 11.—-Instead of taking 1) a he cael 
; . 4 Uy 74 
the vent for A_ separately + } | 
through the roof, it would be ; : —_ ae | ai Ms 
better and less expensive to | Ming 
gore t tor | er baal 
combine it with the vent for T | De ey 
B. The water closet vents | Tere | | 
ave » same eti ‘ ty ee 2" 
have the same objection as yp} Poe —— pT 








mentioned in Fig. 9 - 
Fig. 12.—This is another Fig. 12 Fig. 13 Fig. 14 
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Hi] URVIVING these severe tests and with years of reliable 
service to its credit, it is easy to understand why more 












































300 Jobbers Give Unqualified Approval 
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| than 300 jobbers in every part of the country have adopted | 
| the Bull-Dog Tank and given it their unqualified approval. | 
| The steadily increasing use of the Bull-Dog Tanks in | 
Wi} P ° ° Py a : | 
| homes and institutions further testifies to its success with | 
Hi both dealer and consumer. | 
Hi The jobber who is not handling the Bull-Dog | 
i Line should be just to himself and investigate | 
i}! re ar + | 
it ——_ - === a ————} \ ” ae < | 
| I | 

| WM een ee | 

| ee meres, = | 
| & SONS 
| PIONEER SEAT MANUFACTURERS OF AMERICA | 
| | 
Hl GRAND HAVEN, MICHIGAN TRENTON, NEW JERSEY | 
Hi! 
| pustnec | 
= _————_—_—__— ——— 7 ae — nt 























32 DOMESTIC ENGINEERING April 25, 1925 


EverHot Piumber’s Prize 
Won By “y John W. DeMott 
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Left to Right: John W. 
DeMott, President; Irene 
Miller, Asst. Bookkeeper; 
Edward J. Clement, Ever 
Hot Distributor, So. Cali 
fornia; Ella Awe, Book 
keeper. 
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N THE December 6th, issue of Domestic Engineering, the Decem- 
I ber 15th, issue of Plumbers Trade Journal and the January Ist, 

issue of Heating & Ventilating Magazine we offered a prize of 
$100.00 or a round trip to the Portland Convention for the best plan, 
submitted by any Master Plumber in the United States, for securing 
“old house’’ business on EverHot Water Heaters. We received many 
plans from every part of the country. The contest closed February 
15th, 1925. The judges were able to complete their study of the plans 
on April 4th, and on that date awarded the prize to The Hollywood 
Plumbing & Heating Co., Hollywood, California. Upon receipt of the 
announcement that they had won the prize they sent us the following 
telegram which we take the liberty of quoting: 





The Contest Judges 
“Thanks for wire announcing Hollywood Plumbing and Heating 
Company winner EverHot Contest. Hurrah for EverHot in Holly- 


Left to right: E. C. Harroun of the Harroun wood. Would have wired you Saturday but was busy installing a 

: 7 . . : Number Thirty-two EverHot at Armstrong and Carltons Cafe on 
Plumbing & Heating Co., Detroit, Michigan Hollywood Blvd., headquarters for movie stars. Will forward 

a plumber Who enjoys the distinction of picture of store. Also of President as ne W. DeMOTT, 

selling more EverHot Automatic Water President 
Heaters in 1924 than any other plumber in We want to express our deep appreciation for the way in which the 
the United States; Frank W. Shuell, presi- plumbing trade all over the country entered into this contest. It was 
dent of the EverHot Heater Company; and an inspiration to see the response to our appeal for a plan that would 
W. H. Holmes, president of Holmes, Inc., help bring the ‘old house’’ water heater business of this country through 
Advertising Agency. the plumber, the channel through which it should rightfully flow. 


A copy of the winning plan will be sent to any 
Master Plumber in the United States upon request. 


Fverblot He ater Company 


5211 Wesson Avenue 3 Detroit, Michigan 
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Fig. 15 


Fig. 16 


yent of A should rise above its fixture before connecting 
to the vent stack—-otherwise waste may discharge through 
the vent as well as through the waste pipe. The vents 
of the four water closets B should connect at an angle 
into the lead bends, to allow scale and condensation to 
fall out of the vents. The cellar drainer should not be 


directly connected to the drainage system. 

Fig. 17.—This drawing and Fig. 18 are the work of 
the only member of the Class claiming China as his resi- 
dence. 

Fig. 


18 shows the connections as he would prefer 







Fig. 19 


Fig. 20 


to make them, while Fig. 17 shows the work done in 
accordance with the regulations of the British Conces- 
sion of the city of Tientsin. According to the letter 
accompanying the two drawings, the regulations of the 
British Concession require soil and waste to be carried 
in separate lines, and storm water apparently in a third 


line. The soil line discharges into a septic tank, and 

the waste dis- 
si | charges into the 
a T oe th ay drain leading from 
bh ¥ “I the septic tank to 
pL a. a | | fh the public sewer. 
a oe I 4 Z In this country 
-— 4 pot He iy iy” the septic tank is 
aa ahaa | fh used in the ab- 
peace. ae yr if sence of public 
oe ae a TT y mes \ sewers, but in 
~ we 4) Tientsin, for some 





Fig. 23 reason that we are 
not acquainted 
with, the septic tank discharges to the sewer. Fig. 18, 
which shows Mr. Stoll’s own method, that is, the method 
he prefers, shows soil and waste discharging into the 
Same piping. We cannot see why only soil is discharged 
to the septic tank, and not the waste. We expect to 
80 into this subject in another article at an early date. 
Fig. 17 shows a number of crown vents. The rain 
leaders should be trapped. The barber’s lavatory is a 


fixture often located away from the side wall, which 
makes special venting necessary, as the vent pipe could 
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not generally be carried up through the open space of 
15 and 16 


drainer 


the room. Figs show methods often used. 


The 
into the drain. 

Fig. 18.—We with Mr 
combine soil and waste, discharging both into one system 


cellar should have an indirect connection 


agree Stoll in preferring to 
of drainage, and see nothing gained, and much additional 
piping. We 
favor of 


expense in using two separate systems of 


like to 
the system as shown in Fig. 17, 


argument is in 
for it may be that con- 


would hear what the 


may have a bearing 


pm4 


ditions that we know nothing about 
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Fig. 21 Fig. 22 

on the subject. Fixture A should be vented. We do not 
consider the group of four lavatories adequately vented; 
Fig. 16 of venting them. Much 
that we Fig. 17 will apply to 
Fig. 18. 

Fig. 19. 
problem. 
should be. It 
a thing of the past. 


shows a good method 


have written concerning 

‘This is one of five drawings on the Jan. 3rd 
The venting in this drawing is not all that it 
is a crown-vent job, and crown vents are 
Pairs of fixtures such as A and B, 
C and D, etc., are not correctly installed,- 
Fig. 23 will suggest how the be greatly im- 
proved. The piping is so laid out that the main branch 


vents are very long. 


reference to 
work can 





Water closet vents f 
have the same de- hy A . if inn 
fect as noted in a Ji 2 
Fig. 16. 1] 

Fig. 20.—This 


drawing also is 
lame on the vent- 
ing. The best prac- 
tice now calls for a 
separate trap for 
each fixture—there- 
fore the use of a sin- 
gle trap to serve sev- 
eral fixtures is not 
to be favored. 

Fig. 21.—This 
drawing is up 
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Fig. 24 Fig. 25 
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Al Few Reasons Why- 


Specify O-B Valves 


You Should 
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0-18 Valves are manufactured by a 
that has been making good 

nee TSSS 

2 —-All metal for O-B Valves is bought on 

rigid specifications and the metal is 

checked to make sure these spec ications 


have been met. 


3 Mixing formulas for the foundry, with 
the aid of modern laboratory equipment, 
letermined by a staff of trained 
metallurgist 


1—-Phvsical tests are applied to all valve 
mixtures in a well equipped physical 


testing laboratory 


5 -Every valve part after every operation 
iven a careful visual inspection 


6—Not a single O-B Valve leaves th 
factory until it has been tested under 
hydraulic pressure 


7—Men from the Technical Department 
ipervise the work of each factory de 


Ask Your Supply House for 
O-B Valves 


The Ohio Brass Co. 


Mansfield 3: Ohio 
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gainst e same line of criticism as Figs. 19 and 20. 
\] three need better venting, and this Class instruction 
just what will set these three members on their feet, 
‘they will study the subject earnestly and stick to it 


rhey are all three “from Missouri,’’ and we certainly 


~ glad to “show them” all we can, and the School 

aster says this with the kindliest of feelings The 
op venting shown in Fig. 21 is all right so far as it 
b 


es, D 


res served by S traps; all of these fixtures would be 


ut will not accomplish anything at all for the fix 


hiect to siphonage. The refrigerators should not con 
t directly to the drainage system——see Figs. 22 and 23 
Fig. 22 While this drawing shows a good knowledge 
f correct plumbing practice, we do not altogether like 
» layout,—it seems there is too much piping. Why 
not connect E and F, and G and H in the same way as 
B,C and D. J is not adequately vented The three 
nks K should have separate traps 
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Fig. 23 This drawing is well done We note that 
the refrigerator stack passes through the roof,-—why not 
do likewise with the drinking fountain stack? 

Fig. 24 This is a job where wet vents are used to 
some extent, but we do not think the two on the top 
floor are good practice. We do not consider A is ad 
equately vented B is not only crown vented, but dis 
charges into the heel of a bend, which is wrong We do 
not consider the discharge of the wash trays into the 
cellar drain good practice. The wash trays are a foul 
fixture, and their discharge into an open fixture such as 
this drain would soon result in a nuisance. 

Fig. 25. A is crown vented. B should be vented; 
otherwise it is subject to siphonage. C should be sep 
arately trapped; C and D might better be connected as EB 
and F are G is not vented, and H, it appears, has a 
crown vent. 

Will members kindly send drawings in earlier if possible? 


Combustion Tests 


(Continued from Page 26) 


sing bituminous coal the point of maximum efficiency, 
ven with the addition of three sections, has not yet been 
reached, and that it is probable that four to five sections 
rould be necessary to secure it. Comparison of bitu- 
ninous and anthracite efficiencies stresses the necessity of 
nereasing the size of combustion chamber and length 
f gas travel by the addition of sections when converting 
the boiler previously fired with anthracite to the use of 
ituminous coal. 

The effect of the three intermediate sections is partic- 
ilarly noticeable on the flue gas temperatures. With only 
the fire-pot and dome, combustion continued up to and 
perhaps beyond the base of the stack so that the maximum 
fue gas temperature was probably about 4 in. above the 
point where the flue joined the boiler. With the increased 
ength of gas travel when the three sections were added, 
however, combustion was completed within the furnace 
tself, resulting in a decrease in the flue gas temperature. 
The greater the heating surface, too, the less the draft. 
This is doubtless due to the fact that more complete 
ombustion is made possible when sufficient combustion 
volume and length of gas travel are provided in the com 
plete boiler. Thus, there is a lesser volume of gases to 
be moved at a given combustion rate, naturally requiring 
ess draft to move them. 


SECONDARY AIR 
ip admission of secondary air over the fuel bed, 
through the slots in the firing door, did not help 
ficiency when burning coke and anthracite at all rates 
‘ested. The small amount of carbon monoxide did not 
Produce sufficient heat, in burning to carbon dioxide, to 
make up for that necessary to raise the temperature of 
the excess of secondary air drawn in through the slots. 
however, limited quantities of secondary air are intro- 


iced while the combustible is in process of distillation 


‘id Oniy during such time as the fire is hot enough to 
gnite it, 


"xpected 


then increases of efficiency of operation may be 


When burning bituminous coal, it was necessary to 
Ktroduce some secondary air through the firing door. 


It is hecessary partly to supply the deficiency passing 
‘round the sides of the fuel bed and partly to create the 
necessary turbulent flow for proper ignition at high tem- 
rature points within the combustion space 


POOR COMBUSTION NOT DUE TO LACK OF OXYGEN 

A LI. tests disclosed that with all fuels, free oxygen 
Pi found its way from the ash-pit to the stack With 
the fire-pot alone and the fire-pot and dome, the heat lost 
by not burning carbon monoxide was never over 5 per 
cent of the calorific value of the fuel when burning coke 
or anthracite While, when burning bituminous coal, 
these losses were higher, still in no case was the carbon 
monoxide unburned because there was insufficient oxygen. 
Combustion space and length of gas travel were insuffi- 
cient to permit thorough mixing, ignition and combustion 
before the partly burned gases had been cooled below 
ignition temperatures in the flues. 

When the three sections were added, the heat loss due 
to unburned carbon monoxide was not serious, either, and 
free oxvgen was always present in the stack gases In 
this boiler structure, though, the fact that carbon mon 
oxide was present despite the presence of sufficient oxygen 
to burn it te carbon dioxide, clearly indicates that when 
the excess oxygen present was forced to mix with the 
unburned combustible gases in the flues, the temperatures 
attained so decreased through radiant and convected heat 
that they were not sufficiently high to ignite such com- 
bustible gases. They, therefore, passed out as diluted, 
relatively low temperature, stack gases. 

The real problem of combustion, therefore, is to mix 
properly the free oxygen present with the unburned com 
bustible gases Proper boiler design and the intelligent 
introduction of secondary air are factors in this mixing. 
The free oxygen should mix with the unburned com 
bustible gases at a point near the surface of the fuel bed 
where it is hot enough to ignite them. Only in this way 
can perfect combustion be attained. 


COMPREHENSIVENESS OF THE TERM “FRAUD" 
66 WRN RAUD” is a generic term, which embraces all the 

}: multifarious means which human ingenuity can 
devise, and are resorted to by one individual to get an 
advantage over another by false suggestions or by the 
suppression of the truth. No definite and invariable 
rule can be laid down as a general proposition defining 
fraud, as it includes all surprise, trick, cunning, dis- 
sembling, and any unfair way by which another is cheated 

Supreme Court of Oklahoma, in Haggerty v. Key, 229 
Pacific Reporter, 548. 











The Questions and Answers Department is open to all readers. 


stions ab the things you want to know, 
swered. While al 
| 


all 
| man who is in need of information. 


ABOUT BETTER CHIMNEY FLUES 
The writer has been 


reported as giving 


Editor Domestic Engineering 


called to service a specialty that wa 
' 


occasions and in each case 


that 


three diff 


erent 


irprised to find practically the same 


error had been made by the builder, and not checked 
by the heating contractor who installed the heating 

tem In each case the draft was impaired by run- 
ning the smoke flue or chimney down to the floor of the 
cellar and there was an ash drop for the grate, with a 


for taking out the ashes, there was an 


smoke flue of the boiler so that said 


door 


clean out 


opening left into the 


flue could be cleaned when the ashes were taken up in 
the Spring This caused a short circuit in the base of 
the flue and prevented the boiler from having proper 
drafts, and as a result a specialty that had nothing to do 
with producing heat was condemned. 

Herewith i ketch (Fig. 1) of the way the mason 
had built the base of the flue and ash drop. 


The smoke tlue should be closed off about 4 inches be- 
low the point where the smoke pipe enters the flue in all 
cases, to prevent an eddy in the base of the flue and te 
insure a better draft 

Philadelphia BS; ta. os 


letter calls 
neglected by the 


attention to a detail of heating 
heating 
examination of the chimney to which a heating 


The above 


practice too often contractor 


viz., the 
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boiler is to be connected. The communication is interes- 


ing and instructive and we feel that our correspondent 


j 
this department is an open forum, where readers may discuss plumbing and heating subjects. | 
and don't fail to send in your comments and criticisms of questions that have been an- | 

| 


This department is for the craft. 
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Here their questions are answered—their problems solved. And, 


Don’t hesitate to ask 


questions are answered by men who are expert in their particular lines, your experiences may help a fellow crafts. 


Use it freely. There are many ways to untie knotty problems, 


has rendered a real service to the trade by thus calling 
attention to this matter. 

The sketch 
is directed to the fact that 
of the chimney and the 
effectually 


Fig. 1. 
there is an open connection 


submitted we show as Attention 


between the bottom ash dump 


from the fireplace. This will kill the draft 
in the chimney. 
Correspondent is right in 


flue should be closed off tight a few 


that the chimney 
inches below the 


stating 


smoke pipe opening used by the boiler (This is marked 
“Proposed plate’). In our opinion the chimney should 
be built up solid to a point about ten or twelve inches 
below the opening used by the boiler. This method of 
construction will provide a suitable soot pocket at the 
bottom of the flue and yet the pocket is not so deep but 
can be easily removed 

We hardly think that 
sufficient 


what any accumulation of soot 
through the smoke pipe opening. 
the 4-inch pocket suggested by correspondent is 
in depth to allow the soot to collect during the heating 
interfering with the draft through the 
particularly if a grade of 


without 
pipe opening, 
fuel is used. 

If heating contractors place a value upon their reputa- 
tion as heating men they should not fail to examine every 
chimney which they are required to use and, if it is not 
have a distinct understanding 


season 


smoke cheap 


properly constructed, to 
with the owner that they will not be 
or for the operation of the heating apparatus 
unless the flue is put in proper condition for service. 


responsible for 
results, 


The character of the construction of the chimney, build 
area and height, are factors which make the boiler per- 
formance satisfactory or unsatisfactory. It matters not 


well and carefully the heating system has _ been 
designed and installed, the efficiency of the job and the 
reputation of the heating contractor will depend upon thé 


performance of the boiler. 


how 


THE INSTALLATION OF SPRINKLER SYSTEMS 


n 


Editor, ‘“‘Domestic Engineering”’ I would like to in 


stall a sprinkler system in my plumbing shop Please 
give me all the information you can. This will help ™ 
to reduce my insurance. 

Tennessee. ‘ole 


The following is absolutely necessary to pa the Un 


derwriters’ Inspection:—-Air compressor must be installed 
to cut in at 5 Ib. above the city water pressure and cul 
out at 110 Ib. in your case, as you state pressure rus 
around 90 lb. All sprinkler heads must be approveé 
by the Underwriters’ Laboratory. They ha an 4 
proved list which you can have for the asking. Sprit 
kler heads should be selected for the proper temper 

91 


tal a 21s 


ture under which they operate. 140 deg 
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S. S. FRETZ, JR. & COMPANY 
PHILADELPHIA — - - - PENNA. 


WORKS AT 
PHILADELPHIA, PENNA. BOYERTOWN, PENNA, 
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Safeguarding Profits With Accur 


° 
\ big job sometimes means only 
a big loss—through some error in 
the estimate. The users of the 
Clow Bulletin are secure against 
loss due to variation in price of 
materials. Clow prices are as fixed 
and dependable as the quality of 


Clow products. 


lhe Clow Bulletin ts an encyclo- 
pedia of plumbing and heating 
information. Its +50 pages are 
arranged, classified and indexed to 
vive accurate service in the brief- 


est possible time 


So far as we know, no master 
plumber ever regretted his sub- 
scription to it. 

The price is but $10.00 per year. 
Send for a subscription blank. It 


tells the ste ry. 


JAMES B. CLOW & SONS 
534-546 S. Franklin St., Chicago 
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4 e 40296 
deg head; over this, use a 246 deg. head Your local 
rules governing the installation must be observed Each 
he must be so placed as to protect no more than 100 
sq Separate heads must be placed under stairways 
and all dangerous places, regardless of area Elevator 
sh stock rooms, closets and enclosures, toilets, ete 
mu he protected 


Install gate valve outside and extend the handle above 


g d A Siamese steamer connection must be placed 
yn t street side of the building. The check valve must 
horizontal line between the air pump connection 

ind the valve outside Place a drain in this connes 
yn to prevent freezing soth are to be inside of build 

it Installation should be tested at 150 Ib., and in 
pected and approved by the chief of the fire department 
Fire hose on the stand pipe should be installed to reach to 
far corner of building lose never to exceed 100 ft. in 
length Use nothing but gate valves Sprinkler lines 


re to be of the following sizes 








pipe, maximum number f rinkler heads a ved l 
pipe, maximum number of sprinkler head illowed 
pipe, maximum number of sprink r heads allowed 
pipe, maximum number nh r heads allowed 
pipe, maximum nun of sprinkler heads allowed 10 
9 pipe, maximum number of sprinkler heads allowed. 29 
pipe, maximum number of sprinkler neads allowed ‘ 
pip maximum number of sprinkler heads allowed 
pipe, maximum number of prinkler heads allowed Su 
ripe maximum number of prinkler heads allowed. 140 
pipe, Maximum number of sprinkler heads allowed. 200 


Mill construction as you have calls for sprinklers as 


follows 


bays 8 ft ipart N-ft bays ] ft. apart 

bays 9 ft. apart i-ft bays 12 ft. apart 
t. bays 10 ft. apart 6-ft. ba ] rt ipart 
ft. bays 11 ft. apart 


Underwriters’ rules in your town to govern in all 


cases of dispute 
Drain connection must be installed No bushings are 


allowed Redneing fittings only should be used 


ABOUT THE SIZE OF STEAM HEATING COTLS 


Editor “Domestic Engineering:”’ We have furnished 
i customer with steam coils made of 114 in. pipe, branch 
headers, and return bends, which are used on 40 to 50 
lb. of steam pressure. This pressure brings the coils to 


uch a heat that when the exhauster draws the air 
through them the air is heated to about 170 degrees or 
1s) degrees, 

This customer is anxious to use this same contrivance 
on low pressure steam where he has only about 5 Ib 
pressure, and still heat the air to 170 degrees or 180 

rees with 5 lb. steam pressure as is done with 40 Ib 
eam pressure 

We are wondering if the same results could be ob- 
tained on this low pressure or whether it would be neces 
ary and more advisable to use a larger coil. We feel 
that, if the 5 lb. pressure is kept up, it will heat this air 
the same as 40 Ib. of steam pressure does. 

would like to get your opinion about this problem 


RI a. Ti FE. 


In our opinion, the manner of placing the pipe coils 
ind the velocity of the air through them has more to 
do with the resultant temperature than the pressure and 
temperature of the heating medium The condensation 

ft. of surface is governed by the velocity and 
rature of the entering air 
certain amount of radiation, standing in still air, 
is required to warm a room to 70 degrees with the heat 


in dium at atmosphere (0 Ib. pressure) we usually 
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lat about 90 degrees or 2 ae t { 


estimate f 
amount will be required if the pressure of t 
medium is 5 Ib. (227 degrees) or abou > Pp 
the amount if the steam temperature i NT ce 
50 Ib. pressure 

As said before, the manner of placing the ce 
the velocity of the air through them will « dition 
amount of condensation and the work performed 

Not knowing the circumstances, it is a rather diffi 
matter to advise definitely If accurate delivery ten 
ture is required we would add a coil and divide 
unit into several sections and valve each ection so 


any part of the unit can be cut off at will This, we think 


is the safest plan 


EXPANSION ON HOT WATER SUPPLY RISER 
Editor “Domestic Engineering:”’ Will vou have 
kindness to tell me the best way to allow for expan 
on a hot water supply riser in a five-story tenement hou 
Mass Fr; ©..G 

, 


A hot water riser of average length expands but 


A riser 100 ft. long if fitted at 392 degrees temperature 


heated to 215 degrees, expands less than 1's inche 
For a hot water riser for a five-story building, w hould 
use a swing joint (two elbows and a close nipple) at tl 


bottom of the riser, giving all branch connection in up 


1 


inche of length; other 


» 


ward pitch of % inch in each 


wise no provision for expansion is necessary 


FLORIDA MASTER PLUMBERS PREPARE FOR 
BANNER CONVENTION 


Great preparations are under way to mal t} 1 
Convention of Florida Master Plumber \ mn i 
best of its kind in the annals of the state. The convention 
is to be held May 4 and 5 at the Chamber of Commerce, 


Jacksonville, Fla., and Tampa masters alone have already 
made hotel reservation for 75 room and the result ot 
the response to the request for a record attendance are 
very gratifying. This has been a banner year for Floridian 

’ ! 


and the convention is expected to reflect the new-found 


prosperity of the Peninsula state 


GETTING READY FOR NATIONAL CONVENTION 


The Master Plumbers’ Association f Portland, Ore 
met in the regular fortnightly session on Tuesday 
ning, April 14, in the Builders’ Exchange Aside fre 
routine business various minor details pertaining to na 


tional convention plans were discussed, heads of variou 
committees taking thi opportunity to make yrest n 


and ask for counsel 


In recognition of their services as presidents of 
organization, the Master Plumbers’ Association of Brool 
lvn, N. Y., presented Thomas E. O’Brien with a diamond 
ring, and William Wolff with a chest of silver at a recent 
meeting The presentation was made by M. J. Kennedys 
past state president. 

The plumbing establishment of ¢ B. Haine & 
810 North Illinois street, Indianapoli Ind was recently 
visited by a fire of unknown origin, which occasioned 
a loss of approximately $20,000 The lo \ covered 
by insurance 


The Lit Silver Plumbing Co 106 North Fr 


Baltimore, Md., will erect a tor 10,08 d 
tion to its plant 

Henry Green, Vermont Building, Salt Lal Cry, 1 
now has considerable work on hand, including two apart 


t 
i¢ 


ment house plumbing and heating cont 
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IT PAYS TO USE GOOD TOOLS 








Here is a typical scene on many a 
job — but not so much as it used to 
be. You can’t blame the men for taking 
time to hunt for dies — it can be easily 
stopped. 


This scene was taken on a school job 
in Pittsburgh a year ago — but it won’t 
happen again. The Master Plumber has 
corrected this waste. 








Who PAYS for Beaver Die Stocks? 


Not the man who uses Beavers — BUT the 
man who DOESN'T use them 





The fitter who uses Beavers pays a purchase price of course. BUT Beaver 


Die Stocks are complete within themselves. They have no loose dies or 5 hree Money 
bushings to lose or mislay; they have no loose parts to waste time changing Making Beavers 


to thread different sizes of pipe. Hence they save this fitter time, trouble 
and labor--they are saving him money. Beavers are paying for themselves 
on thousands of jobs by saving expense——in reality Beavers cost their users 


nothing 


But how about the man who 
doesn’t use Beavers? 





No. 6 ~~ 
Who pays for the time wasted to hunt for dies and bushings? Who pays £0 ine 

for new dies to replace those lost? Who pays for the time it takes to remove 
one set of dies and bushings, and to insert a new size before a ‘thread can 


be cut? You know! 


It is a fact that pipe fitters who are eliminating unnecessary expense 
those who are wiping out eternal day after day wastes, are turning to 
Beaver Die Stocks as the ONLY means of lowering threading costs 





The Beaver Pocket Catalog is made especially for the man who wants to 
cut his threading costs. A copy is yours for the asking. Write for it. No. 26 Beaver Ratchet 
: 1 to2 inch 
Adjustable 


The Borden Company 


$10 Dana Avenue 
Warren, Ohio 

















coma 
BEA ‘ ER No. 41 Beaver 
ss aneieninssialiiadieannnil pnt oy 
Adjustable 
The Easiest Way to Cut Good Threads 
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. 4 ALES LETTER 
Advertising Editorial O Ne a Week N Oy] 3 
A NEW ONE EVERY WEEK—No. 176 





This week select the names of ten ot 


twelve families who have inadequate hot 


water heating facilities, or who need showet 
equipment. Send them the following lettes 
| oO H N | RK O W \ 
wn ng H ting 


Two Rivers, N. ¥ 








April 25th, 1925 
Mrs. Edward Jones, 
Two Rivers, N. Y 
Dear Madam: 
Do the members of your family waste 


precious minutes in the morning when they're 
in a hurry, Waiting for their morning bath? 


Only modern equipment makes it possible 





for several people to have the desired morn 

ing bath, time for a leisurely breakfast and 

a chat before rushing away to the office 
With the right kind of water heating facili 


ties, and with shower equipment in the bath 





° room—no waiting for the tub to fill there 


will be no need to “bolt” breakfast, or to be 


When Time Presses | i330. cocscs winstos tame s 


possible for your family to leave on time for 


N THE morning, do you have to waste work, or, in the evening, for the theater or 
dinner party 


recious minutes waiting for your 
Sane We cordially invite you to come in and see 


morning Bath? our complete display of water heaters and 
Where there is a houseful of people, only hower equipment. 
modern equipment makes it possible for each Very truly yours, 
one to have the desired morning bath and JOHN BROWN 


get away on time. 
With the right kind of water heating 


ms facilities, and shower equipment to speed up 
“The Story the bathing—no waiting for the tub to fill d et 
of the Bath” 40 one will have to be late at the office. . | 
ONE A WEEK No. 35 


kK Yot ARK using the Advertising Editorial 
\ wi find the Adlet each week a good 





is as inter- . : 
esting as Come in and see our fine display. 
fiction, Chil- 
dren and 
adults enjoy (In this space your Name, 











‘ follow through It is considered not only 

“a - Telephone, and goo practice, bul exsential, by careiul adver 
tiser to repeat each sale mie ize in a differ rs 

request. Address) ent way, to make sure that it 1 making a 

| thorough impression If you are not using tne 

Fditorial, at least use the Adlet It is small 

and inexpensive Type out the following, add 

your name, telephone and address, and hand it 


The Universal Encyclopedia to your local paper 


OFS anyone really grasp the fact that advertising today is like a 
D universal encyclopedia? We all go to it for information. We 
quote facts and figures taken from advertising. We form our opin- e 
ions about the worthwhileness of this or that adjunct to more comfort- MI t a 
able living, largely from what advertisers tell us about It. 1] In Uu es 


Advertising is likewise the “Who's Who” of the merchants from 





Are precious in the morning. Good 
whom we might buy. We judge the various merchants according to ; 
the advertising they run. It’s the only way, really, the general public water heating equipment and a shower 
has of forming an opinion as to whether it should deal with you or will enable every member of the family 
your competitor. Advertise. Introduce yourself. It’s the one way to to enjoy a morning bath without delay- 


bigger business. 

The Advertising Editorial illustrations are inexpensive $4.20 for ; i 
7 12, $15 for 48. The copy you take from the paper and it costs you display. i 
nothing 


ing the others. Come in and see our 
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AVE you ever figured the really small 

additional price your customer pays 
for a genuine vitreous lavatory over an 
inferior one? 


The piping, fittings and labor are the 
same on all kinds. The only difference is 
the small extra cost of the fixture itself. 


A lavatory made of other materials may 
chip or craze. The glazed surface might peel 
off. Acids will discolor it. 


THOMAS MADDOCKS SONS CO. 


TRENTON, N. J. | 




















She MADBURY 


The All White—Easy to keep clean, Vitreous Lavatory 


A vitreous lavatory will last as long as 
the building. And it can always be kept 
spotlessly clean by wiping with a damp 
cloth. 


All metal parts of the Madbury are com- 
pletely covered with china. There is nothing 
to tarnish. 


The slight extra first cost is soon forgotten. 
The long years of satisfaction leave a most 
favorable impression of the plumber who 
recommended such a fixture. 


Our 
)) Catalog 


In 




















Virginia Association Re-elects Officers 


Masters in Second Annual Convention tndorse resolutions 
condemning pollution of streams and ap- 
proving 20 Basi Principles 


| Y EYED up to a high pitch of enthusiasm, the second lowing officers were re-elected President, John J 


annual convention of the Virginia Master Plumb Shanahan, Norfolk; vice-president, J. Stuart Graham, 
ers’ Association, held in Roanoke, April 15, 16 Richmond; second vice-president, Joseph L. Pace, Roanoke: 
and 17, carried over a constructive program worthy of third vice-president, T. C. Mosely, Lynchburg, and secre 
an association of more mature years. tary-treasurer, Wm. E. Coley, Norfolk 
Among the measures approved by the masters assem With the preliminaries over, R. H. Lowe, president 
bled was the resolution, presented by “Domestic Engi- of the Sanitary Engineers’ Association of Roanoke pre 
neering,” for the eradication of pollution of streams by sented the gavel to John J. Shanahan, president of the 
human and industrial wastes It was the sense of the State Association, whose opening address on what the 
convention that the National Association in June should master plumber means to the community was received 
be urged to adopt a national code of ethics. The Vir with great spirit 
ginians likewise went on record as approving the 20 H. E. Longley, National vice-president, who followed 
Basic Principles, as prepared by Herbert Hoover and Mr. Shanahan, put over a message of co-operation be 
the committees werking with him. It was decided that tween manufacturer, wholesaler and master, and called 
a bill ought to be presented to the Virginia Legislature attention to a law passed by his home state, North Caro 
at the next session embodying those principles for the lina, to the effect that on all building contracts of $10,000 
state. or more, plumbing and heating must be separated from 
One of the most favorable of signs was the passing of the general contract He urged that this practice ought 
a resolution addressed to every local association in the to be followed in every state Mr. Longley also touched 


state to undertake at least a six months’ advertising upon the 20 Basie Principles, the work of the National 
and publicity campaign in the newspapers with the aim Trade Extension Bureau, the effort toward standardi 
of teaching the public to think more of the reputation zation, and the coming national convention 


of the man behind each job than of price. He wound up his stirring speech with the introdue 
tion of L. U. Noland, of Newport News, a director of 

ALL OFFICERS RE-ELECTED the Bureau Mr. Noland reviewed the work of the Bu 

-WAHAT the members of the Virginia Association have reau and its plans for the future, and was followed by 
| been well pleased with the conduct of affairs dur V. L. Peavy, a representative of the Bureau, who urged 
ing the past year is evidenced by the fact that the fol better business methods as the royal road to success, 














Delegates and guests attending the second annual convention of the Virginian Master Plumbers’ Association, held at Roanoke, 


Va., April 15, 16 and 17 


43 








44 DOMESTI 


THE PRESIDENT’S REPORT 
given by 


ERHAPS the best picture of progress wa 7 5 
President Shanahan’s report On the recommenda- 


tion of National President John J. Vogelpohl, Mr. Shana 
han appointed five member to the Virginia Sub-Com 
mittee on Standardization, with the feeling that this is 
one of the most important piece of work now being 


National As 


sociation 


























picture, from left to 
right: H. ©. Brown, of Rich- 
mond, Va.; ©. L. Roberts, of 
Norfolk, Va.; L. W. 


Richmond 


(enter 


Brown, of 


During the year organizations were perfected in Peters- 


burg and Lynchburg and visits made through the state. 
Mr. Shanahan has been in constant communication with 
the various local members with reference to speeding 
up the work of organization. 

After careful consideration President Shanahan sub- 
mitted a suggestion that Virginia be divided into three 


geographical divisions and that there be three field sec- 
retaries, one for each division Each division to defray 
the expenses of its own field secretary and that the 
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April 25, 1925 


duties be outlined and controlled by 


in the division. 


regarding his 
of all 


policy 


conferences members 


At the Thursday morning session, P. E. Hanlin, ld 
ecretary of Roanoke, spoke on “A Plumber as a 
cessful Business Man.’ He traced the developmen! of 
the plumbing shop from the old days when it was lo- 
cated in some out-of-the-way place, dirty and unpre 
sentable, to the present time when the plumbing « b 


Upper picture, from left to right: 
Vv. LL. Peavy, of the 
Trade Extension Bureau; Wim. Bb, 
Coley, of Norfolk, Va., secretary- 
of the State 
Noland, of the Noland 


National 


treasurer Associn- 
° 

tion; L. U. 

Va., member 


Newport News, 


National Trade 


of the Extension 


Burenu; W. R. Brookman, field 
secretary of the Norfolk Asso- 
cintion; H. KE. Longley, of Wil- 


mington, N. C., vice-president of 
the National Association of Mas- 
ter Plumbers; John J. Sh 
Virginia 





president of the State 


Association 


Bottom picture, Norfolk, Va., 


delegation 


lishment is bright and attractive, clean and well stocked, 
the best of 
important 


conducted in accordance with business 
He pointed out the fact 
the man who weakens and gives cheap prices, sooner or 


later loses the confidence of the public. 


and 


methods. very that 


W. R. Brookman, field secretary of Norfolk, deliv- 
ered a talk on association activities, bringing samples 
of the publicity being secured for the Norfolk Associa 
tion in the local papers to indicate what can b: ni 
along these lines. Mr. Brookman feels the necessity 0! 
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Boilers *, Radiators 


Solve the Compound 
Heating Problem 





— While it is comparatively easy to in- 
- stall a heating system which will 
—_— maintain a satisfactory temperature 
Nai se in a single building of almost any size, 
the question of adequately and 
economically heating a garage with 
servants quarters overhead and a 
hothouse adjoining requires real in- 
genuity. 


H 


| 
| 





| 


It is in meeting such unusual situa- 
tions as this that the Gurney Line of 
Boilers and Radiators has proven its 
value to the plumbing trade over and 
over again for the past fifty years. 


The right equipment for every job, 
plus economy of operation and per- 
manent satisfaction for the user, are 
the outstanding characteristics of 
Gurney Service. 


Let us send you the latest Gurney 
Catalog, illustrating and describ 
ing a Gurney Boiler and Radiator 
for every heating purpose. 
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11 East 42nd Street 





GuRNEY HEATER MFG GmPANY. 
General Offices — BOSTON, MASS. 


NEW YORK 93-95 Oliver Street PHILADELPHIA 


108 North 17th Street 











yj oD 


i Ap 








Mention Domestic ENGINEERID 


G 


when writing 


advertisers. 


il 





nL 








4 
ee 


[lesa <i 














Never. 


Woop ToiLtet 


SEATS 
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Each seat is carefully 
tashioned in four se 
tions, so that the cross 
grain runs around the 
hole. These sections are 
united in an inseparable 
unit by four bolts con 
cealed inthe wood. So 
tight is the grip of the 
bolt, so accurately ma 
chined are the tongue 
and grooves, that it is 
impossible for the joint 
to split or come apart 
The hinge is designed 
for great strength and 
durability. Never-Split 
Seats afe beautifully 
finished and there is a 
type for every bow! 





oilet Seats 


you probably could increase your sales 
by letting the home and building owners 
in your community know that you sell 
Never -Split—the finest toilet seats 
made. Then when replacements or new 
seats are needed, your store and Never- 
Split seats will be remembered. 


Never-Split seats are not only the best 
seats made—they are the easiest to sell. 


They are advertised continuously in 
magazines read by architects, building 
contractors and hotel managers. 


And we will make it easy for you to 
tell your prospective customers about 
the merits of Never-Split seats. Attract- 
ive folders, as many as your mailing list 
requires, will be sent to you without 
charge. Also a display sign for your 
store front and a model of the famous 
Never- Split bolted joint construction 
to be displayed in your window. The 
sooner you write for this material, the 
sooner you will begin to increase your 
profits. Mail us a. postcard today. 


NEVER SPLIT SEAT COMPANY 
Dept. 23, Evansville, Indiana, U.S.A. 











Founded 1905 


The Evernu is the perfect seat. Hard 
rubber, molded in one lasting piece: it 
can't warp, split, crack, or craze. It is 
imperviousto acids and cleansers. Ever- 
lasting — it is always new. Models for 
every type of bowl. 
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are bought only when needed, but — 





Toilet Seats in the World! 





vriting advertisers. 
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DOMES TI 


building up prestige for our industry This is done 
partly by the publicity, and partly by the fact that mem 
pers of the Norfolk Association are active in social and 
welfare work, belonging to different organizations, such 
as the Rotary Club, the Chamber of Commerce, ete 


the 


gradually 


Whenever possible they speak on subject of 


thus 


plumb 


heating and 


nz and help to build up a 


vorable conception among those with whom they come 


n contact 


A 


program as 


PUBLIC OPINION 
NOVEL the 
a talk by James Frantz. He 
“An and 
was “The Public’s Opinion of the Plumber.””) Mr 


DISCUSSED 


feature of program of speakers 
the official 


announced 


Was 
appears in 
his 


observer,” topic as 


Frantz, 





Upper 
Lowe, 


from left to 
Miller, J. LL. 
Hanlin.—Bottom 
Cc. E. 


picture, right: Cc. M. 
Pace, W. C. urd 
left to right: L. J. 


all 





ipson, KR. Hf. 
and RR, EB. 
Peyronett, 


George 





picture, from 


Hughes, Jr., and W. L. Dowden, of Richmond, Va. 


in a humorous way, told of his endeavor to find out 
He 


them. 
all of 


what 
the 
the 

received in 


the public thought of plumber stopped 
The result 


the old 


people 
on the street to 
that he had 
worn jokes. 


He did not feel 


put question to 


was reply and 


time 


that these jokes really represented the 


plumber So he thought it out for himself. He recalled 
the days on the farm when he had had to carry water 
from the well, how they all used the same wooden tub 


and went behind the barn when it rained , 


“Now,” he 


“for a shower.’ 


said, ‘my hat’s off to the plumber who has 


made it possible for me to go into a spotless bath 
room, turn on the water, take a bath or shower or wash 
up in a room as attractive as any other in my house.’ 
The last speaker of the morning was Edward F. Law 
ler, Norfolk, who outlined methods of financing asso 
ciations and reviewed the budget system which they 
are finding so successful in Norfolk He emphasized 
trongly the need of modern accounting methods 
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H. bk. Longley, of Wilmington, N. ©., viee-president of the 

National Association of Master Plumbers; Wim. EE. Coley, of 

Norfolk, Va., secretary and treasurer of the Virginin State 

Associntion; John J. Shannhan, of Norfolk, president of the 
State Association 

In the afternoon, J. G. Boehling, chairman of the 

Adjustment Committee, reported on the work of the 


committee during the past vear 


n ironing out differences 


between the manufacturer and the master plumber 
What few cases arose were settled satisfactorily, and 
Mr. Boehling felt that the small number was an indica 
tion that the master is generally practicing better busi 
ness methods 

At the banquet on Wednesday evening, H. EK. Longley 
delivered a stirring address, in which he built up in 
the minds of his listeners a fine enthusiasm for their 
industry and its place in civilization He most strongly 
told the masters to co-operate with one another and 
with their association officers instead of saying, ‘Let 
(jeorge do it Mr. Longley’s address was received with 
every sign of generous approval 

Altogether this second meeting of the Virginia Asso 
ciation may be recorded as eminently successful Splen 
did publicity was given in the local papers, no less than 
four columns being given over to a very comprehensive 
review of all of the proceeding Eivery meeting was 
well attended and the Roanoke masters fairly outdid 
themselves in their efforts to provide a pleasant stay 








Bh. Y. Kinzey, field secretary of the Richmond, Va., Associa- 
tion, and J. Stuart Graham, of Richmond, vice-president of 
the State Association, and secretary-treasurer of the Rich- 
mond Association 

Many letter and telegrams were received extending 
cordial wishes for a successful meeting, and before the 
convention closed it had gone on record as indorsing 
the indidacy of H. E. Longl to be president of the 


National Association 















For quality and 
economy in oxy- 
acetylene welding 
and cutting there 
is no portable gas 
the equal of 


Jrest-O Lite 


THE PRrEST-O-LITE COMPANY, INC. 

Oxy-Acetylene Division 

General Offices: Carbide & Carbon Bldg., 30 East 42d St., New York 
In Canada: Prest-O-Lite anad imite nt 
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SUPPLY MEN IN ATTENDANCE 

HE following manufacturers’ representatives were 
5 otiry H. E. Are, C. E. Hughes, Jr., A. H. Brown, 
H. J. Shultz, all of Crane Co., Chicago; L. W. Brown, 
manager of Norfolk branch, Tomlinson Co., Inc.; A. E. 
Kirchner, Mueller Co., Baltimore; W. E. Barrett, The 
James Robertson Mfg. Co.’s Richmond branch; W. F. 
Wurzburg, Wolverine Brass Co., Richmond, Va.; P. M 
Kefauver, Noland Co., Inc., Roanoke, Va.; W. J. Stultz, 





WwW. W. Myers, of Tazewell, Va.; A. G. Cullen and W. R. Duell, 
of Norfolk, Va. 


Standard Sanitary Mfg. Co., Washington, D. C.; G. E. 
Marks, McGraw-Yarbrough Co., Richmond, Va.; F. L. 
Doering and M. S. Dillman, American Radiator Co., Balti- 
more; C. A. Mills, Haines, Jones & Cadbury Co., Rich- 
mond; T. W. Starbuck, Gurney Heater Mfg. Co., Rich 
mond, and P. G. Smith, Bluefield Hardware Co., Bluefield, 
W. Va. 

At the end of the convention, Perey D. Miller, of Win 
chester, Va., was in such a hurry to get home that he 
hired an airplane to take him. W. F. Wurzburg, of the 
Wolverine Brass Works, accompanied him. 

SALT LAKE CITY ASSOCIATION ADOPTS 
ADVERTISING SCHEME 

The Salt Lake City Sanitary and Heating Engineers’ 
Association is the latest to adopt association advertising 
for the betterment of the trade. <A six months’ adver- 
tising campaign will be started the latter part of April 
or first of May by that organization. A two or three- 
column advertisement will be published weekly. The 
campaign will be along the lines advocated by the Na 
tional Trade Extension Bureau. Fred Lecuyer, a mem- 
ber of the board of governors, will be in charge of the 
campaign. 

The organization will be represented at the Portland 
convention by four or five delegates. A quota of five 
is allowed an association of that size, and four were 
chosen at the regular monthly business meeting. These 
are: President William A. Bywater; Pomeroy Spencer, 
chairman of the board of governors; Henry Green and 
Frank G. Carthey. Another delegate will probably be 
chosen in the near future. 

President Bywater presided at the meeting, which was 
attended by practically one hundred per cent of the 
members. The financial report showed the association 
to be in good condition in that respect. After a lively 
discussion of problems before the association, the meeting 
adjourned until the regular weekly luncheon at the Com- 
mercial Club. 

Five new members were elected to the Queens Borough 
Master Plumbers’ Association at a recent meeting held 
in Jamaica, N. Y. 


ENGINEERING 49 

















What the Trade Says 
About Automatic Control 


HATEVER the type of heat- 

ing plant, whatever the kind 
of fuel, regulate it with Honeywell 
Automatic Control. 


Highest 1 in quality, simplest i in de- 
sign and operation, most depend- 
able in action, most satisfactory to 
both installer and user in service 
rendered. A survey of the trade 
establishes these statements. 


The Honeywell Heating Specialties Company 
Wabash, Indiana 


Honeywell Electric Motors and Switch Motors 
are approved and listed as standard by the 
Underwriters’ Laboratories, Incorporated. They 
consume only the minimum of current. 


HONEYWELL 


Temperature Regulators 


HH 
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‘*It’s easier for us to deal with 
big men, Andy!”’ 


“You know, when 
you think and talk 
about elbows, coup- 
lings, nipples, and a lot 
of details, you gener- 
ally get the ‘little guy’ 
as a customer, who 
wants just those things 
and no more. He thinks 
that’s all there is to the 
heating business. This 
is one kind of business 
man—the'little fellow.’ 


“When you talk re- 
sults— perfect steam 
circulation, sufficient heating capacity, even 
distribution of heat to all of the rooms, 
perfect control etc.— you can talk to the 
other kind of business man—the ‘big’ busi- 


ness man. 


“This ‘big’ business man is willing to pay 
you a profit, if you can deliver results— 
because results are all he wants. 

“It is easy enough to get into this big- 
business-man’s class. All you have to do is to 
see your business in a big way —see it the 
same way as big business men view their 





“There’s valuable 
business, with good 
profits for you, install- 
ing Moline heat.” 


Moline heat is a 
properly engineered 
heating system that 
doesaway with trouble- 
some make-shift valves 
and vacuum pumps. 
The steam always cir- 
culates just right in the 
Moline Heat system, 
because it is installed 
in strict accordance 
with natural laws. When you are a 
Moline heat contractor, you are more than 
a seller of radiators and equipment — com- 
peting on a price basis. You are a heating 
engineer who can command better prices, 
because you can guarantee results. 


Moline engineers will give you the con- 
struction details on any job on which you 
are figuring, so your task will be asimple one. 
And there are no come-backs afterwards. 


Just send us the plans of your next pros- 
pect, and our engineers will co-operate with 





business. you to land this job. Address 
i a he nme « “t A Postal Card will 
ook. It gives a grez hee ; 
deal of information M l l n e at acing the SGetine Feast 


about heating. It con- 
tains very profitable 
ideas for contractors. 


EVERYWHERE 


RADE MARK 


Book to you. There are 
48 pages of vital matter. 
Mail the postal today. 





THE HERMAN NELSON CORPORATION Mohie, Ill 
1861 Third Avenue 


Sales and Service Stations: 


Belfast, Me. Syracuse Grand Rapids Columbus Chicago Kansas City Portland 
Boston Philadelphia Toledo Des Moines St. Louis Denver Seattle 
New Haven Scranton Indianapolis Milwaukee Emporia Salt'Lake City Vancouver 
New York City Pittsburg Cleveland Minneapolis Omaha Spokane Toronto 
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ENGINEERING when writing advertisers, 

















COMPANTES RECENTLY INCORPORATED 
Mass., been 


The incorporators 


Wells Tap & Die Co., of Greenfield, has 


incorporated with a capital of $10,000 


are Frederick E. Wells, president; William S. Howe, 
Hinsdale, Mass., treasurer, and Fred W. Wells, secre 
tary. 


The Automatic Home Heating Co., of Denver, Colo., has 
been incorporated with a capital of $100,000, by H. W 


Knight, A. H. Copley and G. S. Phillips. 


ISTABLISHES BRANCH HOUSE 


Mass., 
street, 


Cambridge Plumbing Supply Co., of Cambridge, 


established a branch house at 41 Bennett 
The members of the concern are Frank A 


Beach, Harold W. Marshall 


has 
Lynn 
Monroe, Clayton F. 
Thomas 8S 


Mass. 
and 
Duggan. 


DULUTH COMPANY PLANNING TO MOVE 


Duluth, Minn., 
Michigan 


Duluth 
locate at 


The Plumbing Supplies Co., of 
expects to Fourth 
in the near future. 


avenue west and 


street 


INCREASES CAPITAL STOCK 


The Gary Plumbers Supply Co., of Gary, Ind., has in- 
creased its capital from $20,000 to $25,000, the 


being taken care of by common stock. 


increase 


APPOINTED NEW ENGLAND REPRESENTATIVES 


L. C. Price & Company, 136 Federal street, Boston 
Mass., have been appointed New England distributors and 
Fulton of Chat 


sales representatives for the Company, 


tanooga, Tenn. 
PREPARING TO MOVE 
John A. Landan Company, Inc., of New York City, now 
at 205 Lafayette street, will move to much larger quarters 
at 200 Canal street, New York City, on May Ist. 
in business necessitated the change. 


Increase 


THATCHER COMPANY TO MOVE 
The Thatcher Thirty-fifth New York 
City, has leased the easterly arcade store, on the Forty- 
of the Building, 19-25 West 
Forty-fourth street, and expects to move in immediately. 


Co., on street, 


fourth street side Berkeley 


AMERICAN RADIATOR COMPANY SELLS OLD 
WAREHOUSE 
The American Radiator Company, of Buffalo, N. Y., has 


sold its one and two story warehouse building at 905 to 
922 Kingsbury street in Chicago to the National Tea Com- 


pany. This building has been occupied for approximately 


fifteen years by the American Radiator Company and was 


used as its main Chicago warehouse Increased business 


compelled the construction of a much larger warehouse 





at Thirty-first street and South Central Park avenue, which 


was ready for occupancy on April 1, and which has more 


than doubled in size the company's warehouse facilities 


THE MORENCY-VAN BUREN MEG. CO. SOLD 
The Scovill Manufacturing Co., of Waterbury, Conn... 
has purchased the business and plant of the Moreney-Van 
Buren Manufacturing Co. at Sturgis, Mich., and will con 


tinue to manufacture the latter company's The 


was founded 


products 


business of the Morency-Van Buren Mfg. Co 
in 1809 by R. H. Van 
and A. F. Morency 


it started with 15 


Buren as president and treasurer, 


as vice-president and secretary, and 


the 
160 


men From time to time number 


increased until 
Van 
Morency, vice-president, and T. H. 
while A. G. Morency, the 
the for the 
the organization will 


of men employed has been men are 


now on the payroll R. H Buren, president, A. F 


Van Buren, secretary, 


retire from business, treasurer, 


Scovill Mfg 
continue in 


become manager of plant 
the 


present 


will 
Co., and balance of 
their positions 


NEW SUPPLY HOUSE IN WILKES-BARRE, PA. 
The Wyoming Supply & Manufacturing Company is the 
name of a new plumbing and heating supply house which 
56-58 


The officers of the 


started in business at East Union 
Pa. 
President and manager, John L 
Leo FF MeDonald; 


and 


has just street, 


Wilkes-Barre, new company are 
McDonald; vice-president, 
secretary-treasurer, P. J. O'Malley; 


assistant treasurer, Frank O'Malley 
TO OCCUPY NEW WAREHOUSE 
The United States Radiator Corporation, of Detroit, Mich., 
will take possession, May 1st, of a new one-story brick and 
concrete warehouse containing an area of 25,000 sq. ft., 
at Seventy-fifth street and Racine avenue, Chicago. 


W. H. MeCLAIN CO. OPENS NEW BRANCH 


The W. H. McClain Co., 
Philadelphia, has opened a branch at 


5928 


West 


535 


Girard avenue, 
Lancaster ave 
Bryn Mawr, Pa., with a complete stock 
ing and heating supplies. W. H 


venture. 


nue, of plumb 
McClain will personally 


direct the new 


NEW FACTORIES AND ADDITIONS 


the 
Trenton, 


Ground was broken last week for an addition to 


Equitable plant of the Trenton Potteries Co., at 

N. J. 
The 

Ohio, has 


Brass Manufacturing Co., of 
the 


Schulte Norwood, 


awarded contract for construction of a 


one-story, 30x250 ft., factory building at a cost of $25,000 
Plans have been prepared and contracts awarded by 
the Gurnev Heater Manufacturing Co. of Boston and 


the 
Framingham 


for an addition to 


Mass., 


machine shop at 96 


Framingham, company’s 


Arlington street, 





~ 


LESTE 


Ground ha ju been broken for a group of new 
buildings for Fleck Bros. Co.’s West Branch, of which 
Wm. J. Hicks is manager The buildings are to be 
located at Baltimore avenue and the Pennsylvania Rail- 
road tracl East Landsdowne Pa A two-story brick 
building will house the offices, salesrooms and a modern 
howroom A one-story brick warehouse adjoining with 
a floor space of 60.000 sq. ft. will be provided 

COMPANIES EXPANDING 

TI Ro Manufacturing Co., of Kansas City, Mo., has 

juired the building on the corner of Thirteenth and 

li nd will increase its capacity 

Tl Geor H. 7 Co., of San Francisco, Calif., has 
purel d ti I ter portion of the block bounded by 
Twer econd and Twenty-third, R and §S street Sacra- 
mento, Cal nd will soon begin the construction of 

100,000 buildir to hou display room, distributing 
plant and t 1 which will be under the 

I emer f 4 rge B. Stack for many years con 

ected with the plumbing business in Sacramento 





Salesmen of A. Harvey's Sons’ Mig. Co., of Detroit, Wich., on 
a trip to Warren, Ohio, visiting the plants of Borden Co. and 
Bay 
Peter- 


(crinnell Co. in that city.—On left rail, top to bottom: 


Jones and M. Cawtles.—On right rail, top to bottom: EB. 





son, A. MeKkay, Howard Leach and Hugo Schwan.—Standing, 
left to right: A. H. Moulder, chief engineer, Grinnell Co.; 
M. W. Bechtel, vice-president and treasurer, Borden Co.; L. 
VM. Parmelee, dept. manager, Grinnell Co.; A. F. Howe, vice- 
president and sales manager, Borden Co.; C. Little, dept. 
manager, Grinnell Co.—Seated, top row, left to right: Wm. 





Mullancy, BH. 
right: L. 


Schoch and Wim. Quinn.—Seated, 
Maxfield, H. J. Harvey, T. 
Co., B. J. Doyle 


Siersma, Jas. 





bottom row, left to 


Bogart, sales manager, A. Harvey's Sons’ Mfg. 


and George Farber 


OAKLAND, CALIF., SALESMEN MEET 


The Association of Plumbing and Heating Salesmen 
of Oakland, Calif., held its regular semi-monthly meeting 
it th Yeerless Cafe in that city on April 16. The meet- 


ing was presided over by President Paul Steck Routine 


committee reports were made, and the committee in 
charge of the theater party announced the affair was an 
assured success Thirty members were present 


ASSOCIATION GIVES 
PARTY 


1. HARVEY'S SONS’ ATHLETIC 

“HARD TIMES” 
turned 
Athletic 
Detroit, 


Despite the inclement weather a good crowd 


given by the 
Mfg. Co., of 


out for the ‘‘Hard Times” party 


Association of A Sons 


Harvey's 


ENGINEERING 


Mich., on Monday evening, April 13 The 


held on the second floor of the company’s building, anq 


part Was 


all present were greatly amused by the appropriate ‘Hard 
Times” costumes, and the various stunts. Dance musi¢ 
was furnished by an orchestra composed of the employes 
of the company. Between dances refreshments were 


and Mandeville, A. 
Jones rendered several vocal selections. 


served, Miss Audry Hering and B 


ADVISORY BODY APPOINTED TO A. E. S. ©. 


As the first step in a campaign to give impetus to 


effort 
movement, a 


the united industrial against waste and facilitate 


the standardization committee has been 


appointed to act as an advisory body to the American 


Engineering Standards Committee This advisory com 
mittee will consist of the following: J. A. Farrell, presi 
dent of the U. S. Steel Corporation; G. B. Cortelyou 
president of the Consolidated Gas Co.; J. W. Lieb, vice 


York Edison Co.; L. F. Loree, 
and 


Ne WwW 
Delaware & 


president of the 


president of the Hudson Co., Gerard 


Swope, president of the General Electric Co. 


The 


movement by 


plan to intensify the national standardization 


lending the support of this advisory con 


mittee had its inception at a dinner attended by 30 in 


dustrial leaders, given by J. A. Farrell, president of the 


Uv. S. Steel Corporation Among those present whose 


names are of interest to the plumbing and _ heating 


field were John A. Coe, president American Brass Co 
Edw. J. Cornish, president National Lead Co J. M 
Davis, president Manning, Maxwell & Moore; Henry L 
Doherty, president Henry L. Doherty & (Co.; Chas. B 
Seger, president U. S. Rubber Co.:; C. E. Skinner, chair 
man of American Engineering Standards Committee, and 
P. G. Agnew, secretary of American Engineering Stand 


ards Committee 


MEEBRTING OF DETROIT ASSOCIATION OF SALESMEN 


The Greater Detroit Association of Plumbing and Heat 


ing Salesmen recently held its regular monthly dinner 
meeting at Oniobe Terrace, Detroit, Mich. A fine chicken 
dinner was served and entertainment was furnished by 
artists from the Oniobe Terrace Review President 
Richard Reed appointed William Boales chairman for 


the evening The membership committee reported a 


membership of eighty-seven Some time was spent in 
discussing olans for the next meeting which will be known 
as “Bosses’ Night,’’ and will take place at Oniobe Terrace 
May 7 The various committees are working hard to 
make this event one long to be remembered. Plans ar 


being made for an attendance of over one hundred and 


fifty 


TRADE GOLF ASSOCTATION'S THIRD AN- 
NUAL MEETING 


MICHIGAN 
Michigan Trade Golf 
Yacht Club, Detroit 


officers for the 


third annual meeting of the 
held at the Detroit 
electing 


The 
(Association 
3rd, for the 
and for 


was 


on April purpose of 


ensuing year discussing the program of events 


Twenty-five members were in attendance, and 


very fine dinner little time was lost in getting down [to 


business. 


President F. W. Johnson reviewed last year’ vents 
and to all those in attendance the review brought back 
memories of very fine times enjoyed at all of the different 
clubs in the District. 

Charles Kantzler, one of Detroit's leading heati! and 
plumbing contractors, a very ardent golf player, Was 
unanimously elected president. While Mr. Kantzler was 
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A few “SAACO” Specialties 
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Fig. J-21 The **Tite’’ 
Calkible Cesspool. 
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Fig. J-24 ‘‘Ideal’’ 
Combination Rain 
Leader and Cesspool. 
Also made with off- 
set outlet. 








The ‘‘Saaco”’ Line is a g00d one 
to tie up with because it is a 
complete one and a satisfac- 
tory one. Our new complete 
catalog of cast iron specialties 
for jobbers and dealers of the 
plumbing supply trade will be 
Gis thos snete te @ mailed free on request. 


and 6-in. sizes. 
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Fig. J-46D Plain pat- 
tern Refrigerator 
Drain. We make 
three other patterns. Fig. J-71 Fig. J-70 Fig. J-73 


Cast Iron Trap Screw Ferrules. 





tern Boiler 
Stand 


Sanitary Company of America 


Linfield, Pennsylvania 
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Numbers 0B and 00 PIPE THREADING eae -) 
Machines can be transformed from power to hand 
operation in a very short time. If the machine Shid 
is hooked up for power in the shop, it is a Pet 
simple matter to disconnect the power attach- 
ment, place the machine on a truck, and take 
it out on the job; turning it by hand. These 
machines take the same dies that have been 
used for years in the Armstrong hand tools. 


No. OB threads pipe from \4’ to # 
and bolts from 4 to 1yy 
No. 00 threads pipefrom 1’ to 4# 
and bolts from 4 to 2" 
also cuts off pipe. 


Made by the 
ARMSTRONG MANUFACTURING COMPANY 


of BRIDGEPORT, CONNECTICUT 
Only 
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not at the meeting, (being one of the lucky plumbers 
able to enjoy the winter in Florida) his absence did not 
in any manner lessen his chances of escaping the re 
sponsibilities of the important office of president, for 
the most efficient manner in which he performed as cap 
tain last year made it impossible to consider anyone else 
for president. Great times are in store for the associa 
tion under his regime. Edward M. Decker, of the Ameri 
can Radiator Company, was elected vice-president, and in 
the absence of the newly elected president it was neces- 
sary for him to preside after Mr. Johnson had turned over 
his gavel to the incoming president It was suggested 
that he should serve not only as vice-president but as 
sergeant-at-arms, as it is hoped that Mr. Kantzler will be 
on the job most of the time as president and, therefore, 
in order to keep Mr. Decker busy it was necessary that 
he be given some other office. 

Clyde Johnson, of the Johnson-Larsen Company, was 
elected treasurer, and H. M. Armstrong, of the American 
Radiator Company, secretary, and J. A. McDougal, of the 
United States Radiator Corporation, captain. 

While definite arrangements have not been made, it is 
expected that the first event of the season will be held 
at the Essex Golf and Country Club of Sandwich, Ont. 


BUILDING PERMITS FOR MARCH 


With immense and widespread activity in building con- 
struction, it does not seem that the high tide of activity 
may now be reached. But advance indications have 
pointed now for 3 consecutive months to the fact that 
1925 is quite likely to fall short of 1924 in city construe- 
tion. Reports to the American Contractor from 207 cities 
bear out the statement above. Although we are falling 
behind last year, and possibly are a trifle behind the first 
3 months of 1923, still there is much carry-over activity 
which is now in full swing, and the industry is fully 
occupied and at building costs that tend to shade up- 


ward a bit 


March, 1925 March, 1024 
No. of No. of 
Permits Valuation Permits Valuation 
Arizona— 
Phoenix 104 & 235,780 76 $ 118,010 
Arkansas— 
Fort Smith 165 123,321 120 101,636 
Little Rock 244 1,129,130 220 505,278 
California— 
Alameda Sv 154,717 5 103,280 
Berkeley 302 1,029,452 286 056,950 
Compton 63 120,893 it 05,401 
Fresno 123 152,199 130 175,943 
Glendale 217 798,021 274 968,050 
Long Beach 427 1,013,671 160 2,297,240 
Low Angeles 4.264 14,714,002 5,256 17,279,758 


(Continued on Page 58) 
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Salesmen of the Josam Manufacturing Co., Cleveland, Ohio, 
at the recent sales conference at its plant in Michigan City, 
Ind, 











Do you know the 


GORTON SYSTEM 
of 


Single Pipe 
Vapor Heating 


It will certainly PAY YOU 
to understand it thoroughly 


Write for Details 
GORTON & LIDGERWOOD CO. 


Established 1887 


96 Liberty St. New York, N. Y. 


Represented in Principal Cities 











Somerville 
(S. I. W.) 


Soil Pipe and 
Fittings 


Cost no more than the 





ordinary kind 
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Story of? 


A Bit of History 


For many years the plumbing and heat; 
industry felt the need of a medium to bry If 
into closer touch the buyer and seller [istec 
material and supplies used by the trade. ati 




































To meet this demand, the first edition 
Domestic Engineering Catalog Ding" ° 
tory was brought out in 1923. Its purpamcor 
was to establish a direct point of contact | Buse 
tween the two branches of the industry—— 
manufacturer and the buyer or distribut peu 
That edition immediately received 

favorable response and soon All 
spired the confidence§ 
the trade. p co 
} 
Rapid Growty™ 

The illustration of &. 
three editions of Doma@plNg 
tic Engineering Cataliigst 
Directory shown on ¢ 
page tells the story of the pl 
nomenal progress made si 
1923. That the book has s 
cessfully accomplished its p 


pose is evidenced by the stea In 
and remarkable growth indicaif[it Yr 



























ty 1732 





ane by the comparative sizes of 
rapes three books. “ 

f 
The 1925 edition, now be bie 

Standard distributed, is more than twice 
Catalog large as the 1923 book, and the Ca h 
Sice nay log Section carries about 50% mdi 


manufacturers’ catalog pages than 


1924 edition. ages 


Each year the book has not only b 
greatly enlarged but every item has bemiran 


73/4"x105/' 





Price 
$5.00 carefully checked by experts and broug 

oe up to date at the time of issue. Th Th 
ae gives the buyer the latest, most authen 





buying information obtainable. 
<> s Couper 


ee a er ee ee 








f Please send us a copy of the 1925 edition of Domestic i ' 
i Engineering Catalog Directory in accordance with the t 

| special approval offer. We will either remit $5.00 or return | 

§ the book within 30 days f DOM S (i) * EK N | 
f | I co G 
. eee , catia nae wes : 

! Directo 

{ Street. { 

j { ee 

ree State ; 1900 Prairie Avenue 
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tpmarkable Progress 


Do You Know All the Sources of Supply? 


be lf you knew just where to buy all articles 


seller sted on your plumbing and heating speci- 
ade. ° : : : 

“ Bations, think of the time it would save 
- wu every year, to say nothing of the delay, 
purpgaconvenience and frequent substitution 
tact used by your inability to secure the par- 
rbycular trade named items specified. 

elved 
soon 
dence 













All this information is compiled for you 
h convenient and comprehensive form in 

bmestic Engineering Catalog Direc- 
w ; . . 

wy —the only buyers’ guide special- 
of : 2 . - 7 . 
Domging in the plumbing and heating in- 
Catal@ustry. 


mt 
the pi 
de si 
has si 


Catalog Section 
its pi 


ic in the first section of the book are bound 
adicafit ready reference, condensed catalogs of 
of 8 manufacturers of plumbing and heat- 
~ supplies. There are over |1,000 illus- 
‘vice tions with complete buying data. You 
e Caan have, right on your desk for every day 
os e this catalog material covering 1108 
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The Classified Section lists some two 
housand products, comprising both stand- 


FRING COMPANY 


ctoetment 


Chicago, Illinois 


ard items and specialties. Trade names 
appear under each heading, together with 
names of the manufacturers. A special ef- 
fort is made to keep these listings complete 
and up to the minute, including new ar- 
ticles that are constantly being put on the 
market. 


Quick Reference 


Every item throughout the book is in- 
dexed and cross-indexed under all the names 
by which it is commonly known. _ It re- 
quires but a moment to locate the item 
you may desire. 


A separate list of the manufacturers is 
arranged in alphabetical order with street 
addresses. One section is devoted to stand- 
ard Tables and Rules used in the industry, 
including those usually found in manufac- 
turers’ catalogs. 


No matter what other assistance you 
may have, your buying information is not 
complete without Domestic Engineering 
Catalog Directory. Get your copy of 
the 1925 edition now before they are all 
sold. 








Special Approval Offer 


As a reader of ‘‘Domestic Engineering’? we want you to 
have a copy of this Directory for inspection and approval. 
We feel sure when you see the book you will desire to keep it. 
If for any reason you wish to return it after thirty days’ free 
examination, you may do so without obligation. 


Take advantage of this liberal offer and mail the coupon 
today. There are only a few copies of the 1925 edition left. 
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There's only one 
CROWN Post Vise 
—it's Patented 


Crown Post Vise 


Fits any post of any shape or 
size. Simply wrap the chain 
around the post, drive down the 
wedge, and it’s all ready. Taken 
down just as quickly. And the 
toughest kind of vise work won’t 
budge it out of place. 


Use CROWN DIES in your Stocks 


Crown Die & Tool Company 


2634 North Keeler Ave. 


This Vise 


Will Pay You 


The CROWN POST VISE saves 
you so much time it quickly repays 


you 


its moderate cost. 


Afterwards 


it's a constant source of profit and 
convenience, for it's hooked up ready 


for work 


in a half a minute—needs 


no bench—just attach to any post, 


that’s all. 


Order One 
Today! 


CHICAGO, ILL. 


CROWN No. 4. 





Box Stock 
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HUDSON WINS 


in Competition! 





Hudson wins again and again. Better 
yet —a Hudson installation begets an 
installation. 














A satisfied customer is your best asset 
in business. He tells his neighbors and 
his friends—and they come to you when 
in need of bathroom fixtures. Your Busi- 
ness Grows—Your Profits Multiply. 


The Hudson lines of showers and bath 
fixtures is a clean line —well made, easy 
No. 186 to install, and gives lasting satisfaction 
to the purchaser. 













Your Jobber 
can supply 
you with 











Hudson 


Showers 















Write for 
this 
Catalog 





Our 
) Catalog 
in sl 








No. 200 


HUDSON BRASS WORKS, INC. 


16-20 NASSAU STREET BROOKLYN, N. Y. 
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| The WESSELS Weld Is 
| Stronger Than Solid Metal 





Seeing is believing. The above illus- This is unquestionable evidence that 
tration shows the result of a recent WESSELS Welded Range Boilers are 
test made at the Detroit Testing not only stronger than riveted boilers, 
Laboratory. but that the WESSELS Weld is even 


A section of riveted boiler broke at stronger than the solid metal from 


the rivet holes under a load of 2,725 which the boiler is made. 

Ibs. per inch width. A section of 

WESSELS Welded Range Boiler, under A photographic reproduction of the 
a load of 3,843 Ibs. per inch width, laboratory certificate covering this 
broke at the jaws of the _ testing test will be gladly furnished on re- 
machine, The weld did not yield. quest. 


Ask your jobber for Wessels Welded Range Boilers ¢ 
and insist on getting them. 


D.U.WESSELS & SONS LG. 
DETROIT. MICHIGAN 


BRANCH FACTORIES 
CLEVELAND. OHIO KANSAS CITY. KAN. WALK ERVILLE, ONT. 
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This Forged Brass 
Tail-Nut will not 
crack nor break. 
Itis twice as strong 
as the ordinary 


Casting 


Bil 
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It is safe to assume that any standard 
radiator valve which has maintained a 
reputation for high quality over a period 
of eighteen years -as Commonwealth 
Lavigne Radiator Valves have —will per- 
form efficiently and stand up under 
service. 


As a steamfitter you are interested not 
only in choosing a valve which will serve 
your customer well, but one which may 
be also installed with the least amount of 
effort and expense. 


Individual features, designed to make 
Commonwealth Lavigne Radiator Valves 
more satisfactory from the steamfitter’s 
standpoint, will recommend these valves 
to you. 











Your Jobber Can Supply You 


COMMONWEALTH BRASS CORPORATION 
DETROIT, MICHIGAN 
Vw an" 
COMMONWEALTH 


aw 


RADIATOR VALVES 
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March, 1925 March 
No. of No. of 
Permits Valuation Permits Va 
Canton 270 720,756 286 
( nnati 1,565 3,223,310 765 2 145 
Cle andl 1,669 8,032,350 1,726 1) 
( lumbu 724 2,454,900 H20 2 uM 
Dayton 375 931,295 377 i82 
Harilton 113 1.915 90 HH9 
Mansfield o7 198,240 79 
Sandusky 46 30,907 53 1,92 
Springfield 125 172,440 92 s7, 340 
Poled 625 1,182,291 564 2 6S 
Youngstown 264 950,465 125 ] 40 
Oklahoma— 
Muskogee 30 72,550 20 26,97 
Oklahoma City 266 1,144,849 164 254,397 
R < dy- ‘ut 9: k t y Okmulgee 0 14,525 10 4,15 
ea cu askets pda ee < wa aoe | ance 
You save time and material by ordering Jenarco Gaskets, which : noel 1 G9 - no iT” 
are accurately cut by machine to any size or shape desired Portland 1,626 1,645,140 1,928 ++, 290 
Pennsylvania— 
Jenarco is a red, vulcanized rubber packing for hot and cold Allentown 95 006,050 96 658.675 
water and saturated steam at any pressure. It is extremely ‘ es - . am a fate 
tough and strong, and does not crack, crumble nor squeeze out toona 660 276,894 173 45,175 
at the joint. The use of Jenarco is thus a positive safeguard for Bethlehen 65 393,650 59 128,918 
you work Easton 10 555,699 41 154,074 
Write for new gasket folder. keris 258 708,217 200 675,137 
Harrisburg 96 392,445 121 S80,930 
JENKINS BROS Johnstown 54 1,343,000 32 294,000 
7 3 Lancaster 70 419,325 116 1,012,385 
80 White Street New York, N. Y . os 391.965 7 161.223 
»24 Atlantic Avenue Boston, Mass MeKeespor 105 391,965 4 Ih aed 
133 No. Seventh Street Philadelphia, Pa Philadelphia 4,164 22,424,530 3,322 15,756,560 
646 Washington Boulevard Chicago, Ill Pittsburg! 784 2,816,907 651 3.653.955 
JENKINS BROS., LIMITED Reading 121 710,275 68 901,975 
Montreal, Canada London, England ; Scranton : 198 779,198 141 372.100 
. Wilkes-Barre 176 543,952 150 314,597 
York 69 209,840 75 215,006 
Rhode Island— 
bd * hie » ne Ty | 
Providence ol4 2,594,000 441 1,579,100 
South Carolina— 
Charleston 20 d 28 M42 
OG 96 Columbia 3Y 72s 77 70,446 
~| <gne <tt> 
= - L South Dakota— 
Sioux Falls 10 237,450 29 145,000 
Tennessee— 
Chattanooga 250 303,691 178 
Knoxville 307 1,029,104 248 
Memphis 583 1,643,590 595 2,151,240 
Nash ville 311 1,036,259 338 S38,77¢ 
Texas— 
Dallas 554 2,058,841 445 2,712,158 
IMPRO V ED bel Pase 86 254,309 96 267,366 
Fort Worth 238 722,884 ISS 16,984 
Galveston 320 166,092 385 474,735 
99 
New Model “R Houston 675 2,307,264 669 1,556,634 
° San Antonio 353 982,130 375 895,948 
Automatic Seahe= 
Ogden 33 43,800 36 203,500 
CELLAR DRAINER Cs: take cin 214 804,740 156 838,020 
Virginia— 
Another Way to Sell Norfolk 287 335,429 156 704,983 
Cellar Drainers — Richmond 301 2,174,599 274 1,460,029 
: , Roanoke 178 $16,773 145 305,702 
Every time you are asked to estimate on h idea 7 
on a new plumbing job, add the ashington— , 
following paragraph: Everett 148 215,645 149 158,475 
I recommend the installation of a Seattle 1,152 3,477,820 1,040 2,151 860 
PENBERTHY AUTOMATIC Spokane 389 647,335 312 359,485 
CELLAR DRAINER This device Tacoma 397 756,891 391 773.102 
will insure you against the annoyance w Virgini 
and expense of a flooded basement. est Virginia— 
It takes up but little space, uses the Charleston 52 1,033,406 6 s18,614 
regular city water pressure for power Huntington 301 1,118,667 215 1,128,668 
More Efficient and requires no attention or mainte : > ane * 
- : Wheeling 191 647,769 149 620, 1st 
. nance. The price for the proper size 
More Economical for your building, instelled complete, Wisconsin— 
More Reliable is $.......... . Kenosha 136 344,683 123 158,221 
More Durable You'll be surprised at the extra busi Madison 165 166,869 135 25,737 
ness you can create by this simple Milwaukee 627 2,836,085 658 5,079,081 
More Compact method. Oshkos! 92 113,132 52 91.251 
More Powerful Racine S4 234,288 62 123,684 
ers Your jobber can supply you aries 117 113,757 168 303.756 
More Salable . Wyoming— . 
Penberthy Injector Co. Cheyenm 19 39,640 28 45,165 
Established 1866 Potal 78,298 $359,378,146 77,464 $429,039,20s 


1244 Holden Ave., Detroit, Mich. 
S dian Plant, Wind , Ont. . . —" = . . 7 
linia si COMPLETES ADDITION TO WAREHOUSE 
togers-Ebert Co., 7-11 Alden place, Orange, N. J., h 
just completed an addition to its warehouse. The new 


Gas puilding measures 100x250 ft., and will add considerab!) 
to the present space. 
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The boss and the boys O.K. these fittin’s 


Fittin’s are of two kinds: those 
you swear at and those you 
swear by. The first kind waste 
your time, try your temper 
and often cause complaints. 

The second kind are a joy to 

your heart, a boon to your 

bank account and a genu- 


ine aid in producing 
“complaint-proof” jobs, 


lM NGINEERING 


Square “Gee” fittin’s win the hearty 
O. K. of the boys on the job because 
they come easy and fit tight—all the 
time. Save time and banish trouble 
and fuss. 

And they get the O. K. of the master 
plumbers because their definite advan- 
tages show up in lower costs, better 
jobs, more satisfied customers and 
greater profits. 

Fof fittin’-insurance say Square “Gees” 
to your jobber’s salesman. 


THE GRABLER MANUFACTURING COMPANY 


Quick Figuring 
The Grabler Catalog 
givesyousizes,weights 
and cost of fittin’s in 
jiffy quick time. Saves 
time. Prevents errors. 
New 1925 edition now 
ready. Send for your 
copy today. It’s free. 


SQUARE 
Malleable Iron 





Cleveland, Ohio 


“GEE” 





PipeFlT TINGS 


when writ 
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HEGGIE-SIMPLEX 


] FORMERLY SIMPLEX | 


ELECTRIC’WELDED STEEL BOILERS 


Sl 


















Ada-Rose Apartments, Chicago. One of two twin build- 

ings which are heated by No. 118 Heggie-Simplex Boilers. 
Jas. Cahan Co., Chicago, Architects. 

E. J. McDonough Co., Chicago, Heating Contractors 











Test it even before installation 


If you like, you can test a Heggie-Simplex even before you install 
it. Its electric-welded steel construction makes it leak-proof. 


It is easy to handle—easy to install. The Heggie-Simplex is a 
single unit—no sections to be connected and cemented,no brick- 
ing, and no complicated piping. Besides it requires only ¥3 
to 2 the usual space. 


Its large fire-box and extra combination chamber will supply 
the heat you need on 25% to 40% less fuel than ordinary boilers 
require. It burns any fuel smokelessly—and is unusually efh- 
cient with oil. 


WRITE for detailed information and the experience of Heggie-Simplex users 


HEGGIE-SIMPLEX BOILER COMPANY, Joliet, Illinois 







ELECTRIC -WELDED 


HEGGIE-SIMPLEX 


STEEL BOILERS 


Representatives in 
Houston Joliet, Ill. Kansas City, Mo. 
Memphi Mi poli New York 
Oklahoma City Omaha Philadelphia 
Pittsburgh Rochester St.Louis Toledo 


Representatives in 
Akron Baltimore Buffalo 
Charlotte, N.C. Cleveland Cincinnati 
Columbus Chicago Denver Detroit 
Duluth Elmira, N.Y. Harrisburg 





Mention Domestic ENGINEERING when writing advertisers. 
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Personal Mention 


Geo. D. Hoffman, president of the Hoffman Specialty 
Company, of Waterbury, Conn., and New York City, is re- 
covering from the illness from which he has been suffering 
for the past months If Mr. Hoffman continues 
to improve at the present best 
physical condition in a few weeks, it is. 

W. M. Byrd, Jr., of the Alabama Pipe Co., 
at 122 South Michigan avenue, Chicago, was in Anniston, 
Ala., the first 
home offices. 

F. Christian, president of the Christian Electrical Cor- 


several 
rate, he will be in the 
stated 

with offices 
visiting his company’s 


part of the week, 


poration, of Detroit, Mich., has just returned from an 
extended stay in Florida. 

c. C. Anderson, formerly associated with Anderson 
Brown Co., of Flint, Mich., is now connected with The 
Anderson Co., 521 Detroit street, Flint, Mich 

Carl Herrington, 823 Bankers’ Trust Building, Phila 
delphia, Pa., has been appointed sales representative in 


that locality for the Heggie-Simplex Boiler Co., of Joliet, 
Ill. 

Maurice Stulsaft, general manager of 
the M. Stulsaft Co., Calif., Miss R 
Stulsaft left last week on a combined business and pleas 


president and 


San Francisco, and 
ure trip through the Eastern and Southern parts of the 
United States. 
York, Pittsburgh, 


Their itinerary includes a visit to Chicago, 
Youngstown, Ohio, New Orleans, 
They will be gone about six weeks. 


New 


and Birmingham, Ala. 
James Rogers, president of Rogers-Ebert Co., 
trip 


of Orange, 


N. J., has just returned from a _ business through 


New York State. 
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J. J. Rose, who has been an inside man for H. Romeyn 


Smith, Inc., New York City, since its inception, has been 


transferred to the sales force of that company. He will 
cover New Jersey 

Wm. E. Krueger, well-known in the heating trade 
throughout New York and New Jersey territories, has 
joined the sales force of Hart & Crouse Company, of 
Utica, New York. Mr. Krueger will cover New Jersey 


Frank X. Rinehart,  for- 
merly connected with the Fort 
Wayne Rolling Mills Corpora 
tion, of Fort Wayne, Ind., has 
appointed sales 


been repre- 


sentative for the Detroit 
Range Boiler & Steel Barrel 
Co., of Detroit, Mich. Mr 
Rinehart’s headquarters will 


be in Chicago. He has been 


connected with the iron and 


steel business for the last 
eighteen years 

Samuel H. Allston has been 
advertis- 


appointed assistant 





ing manager of the Interna 
tional Heater Company, of 
Utica, N. Y. He 
William J 


Frank X. Rinehart 
will succeed 


Grover, who recently resigned 


Geo. D. Hoffman, president 
New York City, has 
charge of sales of the 
send, Ind Mr. Hoffman, 
Studebaker Corporation 


1919, 


Paul G. 
of the 


Hoffinan, son of 


Hoffman Specialty Company, 


been elected vice-president in 


Studebaker Corporation, South 


who entered the employ of the 


in 1911 and who has, since leaving the army in 




















Inset Type Porcelain’ {| 
Enameled Iron Trimmings = § 
Your customer can have a de luxe bathroom : 
job without the expense of tiled walls by the 
use of these cleverly designed inset type fit 
tings and regular plaster walls with tile mark : 


ings. Home builders are paying more attention : 
to the appearance of their bath-rooms— don’t 
fail to suggest inset type fittings at every 
opportunity. 


Complete catalog on request 


We manufacture a complete line of 
surface and inset type trimmings, 
medicine cabinets and mirrors. 


American Enameled Products Co. 
CHICAGO, ILLINOIS 


























-V. B. 


Closet Tank fittings are not the 
cheapest and are used by Manufac- 
turers who want the best. 


ele) Gal Mes ae 


Balicocks, Fiush Valves, Hinges, Flush 
Levers, Etc. 


Morency-Van Buren Mfg. Co. 
Sturgis - - Michigan 





















The Quality 
Indirect Water Heater 


~ Over 200,000 in use. Easily at attached to 
outside of any steam or vapor heating 
boiler. Sizes from 30 to 400 gal. capacity. 


Write for descriptive literature and prices 


3 


3 
WATER 


HEATERS 
Sold by All Plumbers and Steamfitters 


Excelso Specialty Works, 9 
111 Clinton Street, Buffalo, 


XCELSO 


For Close Roughing 
Ne.260 VANARCO “cLosaur seat 


Pirie) ee es 
principle, and provides suffi- 
clent offset where the con- 
ventional pettern cannot be 
used. A hoon to plumbers for 
ae Mee) 4) ae ee 


VanArCo Wood 
Tanks and Seats 
are quality goods 


Van Arnam Mfé. Co. 
M.Wayne. indiana 


fe 


No Coils to Clog or Burn Out 
Turner Plumbers’ Furnaces 


TURNER No. 66 non-clog, cast Bronze 
Burner furnace is a masterpiece. Auto- 
matic Safety Valve eliminates explosion 
hazard. Turner Patent. Burns gasoline or 
kerosene efficiently Rust-proof tank, 
welded-in bottom. These are just a few 
of the superior features. FEARLESSLY 
GUARANTEED. Write your jobber 
Ask also about the famous Turner No. 45 
Blotorch. 


(TRE Teexte Lincoln St. Sycamore, toa, 


New York Works, 108 Charlt on St No. jes 7 7 pintycapacity 














The Turner Brass 
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been a Studebaker dealer in Los Angeles, has als een 
elected a director of the corporation and a member of 
its executive and finance committees 

Kk. W. Woolner has been appointed sales represe: ve 
tor the Q-S Sanitary Mfe. Co., of Waterloo, lowa Hie will 
over the southwest territory with headquarters ,; 715 
Floyd Building, Kansas City, Mo 


New Trade £ iterature 


Stringer Bros. Co.'s Catalog 
“Catalog H,” containing sixty-four pages, has just been 
issued by the Stringer Bros. Co., of Chicago Among 
the articles listed are: Fiat fittings for soil pipe stacks 
Fiat Durham fittings for screwed pipe stacks, Stringer 
hub drainage fittings, sink fittings, cleanout fittings, drum 
traps, etc 
Rowell Manufacturing Co.’s Folder 
Rowell Manufacturing Co., of Appleton, Wis., has just 
issued a folder illustrating and describing its ladle for 
pouring clean babbit metal, type metal and similar alloys 
Tabasco Water Heater 
Handy to Fire Up” is the title of a folder being dis 
tributed by the Kewanee Boiler Company, of Kewaner 
Ill. The frequently-asked question ‘‘Where’s the Shovel? 
is rendered unnecessary, the folder asserts, for those using 
a Tabasco water heater, since this heater may be fired 
with the seoop shovel used for the boiler. The folder 
contains several colored illustrations showing method 
of firing 
International Heater Company's Broadside 
The International Heater Company, of Utica, N. Y., is 
ending out a broadside reproducing an advertisement 
being used in the company’s national advertising, and de 
scribing some of the company’s selling-help material 
The Elmer S. Stack Water Heater 


Co., of has issued an 
describing and illustrating the 


Diagrams show 


The Service Boston, 


onve lope 


Plumbing 
stuffer 
Stack improved circulating water heater. 
the heater installed in horizontal position, and 
range boiler in the kitchen 


Elmer § 


in vertical 


position in connection with a 


\ list of capacities is also given. 


“Condenst Thots on How to Ask ‘Em to Buy" 


Under the above tithe the National Trade Extension 
Bureau, of Evansville, Ind., has issued a small booklet 


containing suggestions on putting the “Ask ’Em to Buy” 


campaign into execution. Attractive windows, sales letters 


“thank you” blotters, display booths, calendars, and movie 


‘ 


slides, are among the sales helps mentioned. The booklet 
lists various envelope stuffers, forms for sales letters 
ete., published by the Bureau. 

“The Ideal Fitter" 

The twenty-first edition of “The Ideal Fitter,”’ a book 
containing 342 pages bound in an attractive cover ol! 
red imitation leather, has just been published by the 
American Radiator Company, of Buffalo, N. Y. A colored 
frontispiece shows the new American Radiator Building 
in New York City. The volume contains four main divi 
sions: The first devoted to the company’s boilers; the 
second to radiators; the third, to heating specialties, and 
the last to engineering data. These sections are easils 
located since each is printed on paper of a different color 
The section on boilers is illustrated with several colored 
cross-section views. Of interest, also, is a series of blue 
prints showing radiators of various designs. In the last 
section the heating contractor will find useful data on 
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You will find it profitable to stock 


The “America” 
Continuous Laundry Iray Waste 


A very popular and inexpensive Combination. 


Especially adapted for three part Composition Laundry Trays, having 


one twin and one single waste connection. 


j 
| 
; 
; 
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No. 








695—Dull Nickel F nish 





Equipped with No. 2386 Sink Trap, having Cast Brass Elbow, and two 


Funnel Sink Connections 
Center to center of inlets 30 inches. 


1'» inch construction 


Tubing, 20 gauge. 
Dackad : sat: teibeteenl nae 
acked in neat individual carton. 


The demand for this fixture is becoming very strong and you should have 
a stock of them in order to be able to take care of your trade promptly. 


We Sell to Jobbers Only. 


Manufactured by 


AMERICAN SANITARY MFG. CO. 


ABINGDON, 


ILLINOIS 


Representatives: 


LIPPINCOTT BEALL & CO. 
1302 Washington Bldg. 
Los Angeles, Calif. 


ROBT. K. STORY 
150 Nassau Street 
New York City 


LIPPINCOTT BEALL & CO. 
Sheldon Bldg. L. C. Smith Bldg. 
San Francisco, Calif. 


JOS. R. MARTIN & CO. 
P. O. Box 1777 
Montreal, Quebec 


LIPPINCOTT BEALL & CO. 


Seattle, Wash. 
M. R. PROENZA & CO, 
Edificio ‘‘Abreu"’ 
Havana, Cuba 
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THE 


MAYFAIR HOTEL 


Now under construction at 
8th and St. Charles Streets 
ST. LOUIS, MO. 
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Plumbing Contractors 
J. A. McBride Mechanical Equipment Co. 


a2: 
f 


ut wc 
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Equipped throughout with the 


WATROUS 


Flush Valve and 
Duo-Jet Closet 


5 eal 


The Watrous Combination 
Cuts Water-Cost to One-Third 


Y means of two powerful converging 
jets the bowl is instantly emptied. A 
thorough flush and refill consume less 
than 2 gallons of water, against 5 gallons 
used by the least wasteful of all other types. 


Cannot clog or overflow; the outlet is free 
from zigzag turns and narrow passages re- 
quired by other bowls to start syphonic 
action. 








The Watrous Flush-Valve accurately 
Womens Deoster Wali Glont governs the quantity of water passing 

J through it; it takes full advantage, 
closet combination adopted bythe May- ng 20 economical design of the 
fair Hotel, St. Louis, Mo. Designed for uo-Jet Bowl. 


fine residences, hotels, etc., wherea quiet For full details on the Watrous Flush-Valve 
acting wall-closet is especially desired. and Duo-Jet Bowl, write for booklet (AR.) 


Above is shown the type of valve-and- 


PLUMBING DIVISION 
Watrous Flush Valves—Duo-Jet Closets—Self-Closing Basin Cocks—Combination 
Lavatory Fixtures—Pop-Up Wastes —Drinking Fountains —Liquid Soap Fixtures etc. 


THE IMPERIAL BRASS MANUFACTURING COMPANY 


1200 West Harrison Street (Established 1885) CHICAGO 
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the subject of chimneys, flues and flue linings, heating of | 
swimming pools, etc., as well as a variety of tables and 
temperature charts. 
Abendroth Brothers’ Catalog 

Catalog No. 25, just issued by Abendroth Brothers. 
Port Chester, N. Y., consists of fifty-six pages 4% by 6% 
inches in size. It is devoted to Abendroth Brothers’ line 
of York gas ranges. 
fold, gas cocks, oven linings, racks and bodies used in 


Castings, burners, top grates, mani- 


these ranges are all described, and many styles of ranges 
and cookers are illustrated. 
“How to Be Happy Tho’ Married” 

Under the above title The F. E. Myers & Bro. Co., of | 
Ashland, Ohio, has issued a booklet explaining in rhyme | 
the many uses of Myers water systems and equipment on 
the farm. A modern farmhouse is illustrated and the 
young farmer and his bride are shown enjoying their 
Myers spray for the lawn, Myers pump, and other im 
provements made possible by running water on the farm 

Kewanee Boiler Company's Brochure 

The Kewanee Boiler Company, of Kewanee, Ill, has 
issued a twenty-four page brochure of newspaper size, 
containing a map showing the company’s branch offices 
Twenty-three pages are devoted to a partial list of the 
buildings in which the company’s boilers have recently 
been installed. The list is arranged by states. 

















April 22, 1905 
The Eljer Company, formerly of 81 Fulton street, New 
York City, has moved its office and factory to 67 Hamilton 
street, Newark, N. J., where it has larger quarters. 
1905 
The Jenkins Manufacturing Company is now mov- 
ing into its large new factory at Bloomfield, N. J. 
Modern machinery is being installed. 
1905 
The third annual banquet given by the directors 
of the Norristown Covering Co., of Norristown, Pa., 
for the company’s employes was held April 18, at 
Robert’s Hall in that city. The affair was a great 
success. 
1905 
The eleventh annual convention of the Pennsylvania 
State Association of Master Plumbers was held at Reading, 
on April 18, and was one of the largest gatherings in the 
history of the association. S. S. White, of Pittsburgh, 
was chosen president for the coming year. 
1905 
Murphy-Keeley Company, of Chicago, has been in- 
corporated, and has opened a plumbing shop at 65 East 
Harrison street in that city. Members of the firm 
are P. M. Murphy, formerly president of the National 
Association of Master Plumbers, and M. M. Keeley. 
1905 
The Master Poasbors of Ke chases held a meeting at 
Louisville, April 10 and 11, for the purpose of forming a 
State association. After the formation of the association, 
a constitution was adopted. Jacob Isaacs, of Louisville, 
was elected president. 
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WATER SYSTEMS 


FOR HOMES:FARMS-PUBLIC 
AND PRIVATE INSTITUTIONS 


Running Water—Myers Water Systems provide it for country 
and suburban residences, summer homes, farms, plantations, 
public and private institutions—small capacity hand operated 
outfits, medium and large capacity systems for operation by 
engine or motor, automatically controlled Electric House Pumps 
and Direct Water Systems—you will find a Myers of the right 
size and style for your own needs, and regardless of the Myers 
System you choose, it is guaranteed to give entire satisfaction if 
properly installed and operated. Catalog and prices to the trade. 


Tire FE. MYERS & BRO.CO.Ashiand Ohio. 


— ASHLAND PUMP AND HAY TOOL WORKS -—— 


ENNEDY 


Valves and Fittings 


The big Kennedy line covers a total of 
over 4600 different types and sizes, in- 
cluding globe, gate, angle, check and 
radiator valves of every type and size, 
and a complete line of malleable iron and 
brass pipe fittings. 

All of these types are described and listed 
in the Kennedy Catalog. 

Send for a copy. 


The Kennedy Valve Mfg. Co. 


Elmira, N. Y. 
Boston New York Chicago San Francisco 
El Paso Salt Lake City Seattle Philadelphia 
Kansas City Los Angeles 
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* Wonderfully Simple and 
Efficient! 


—the New Model 77 
8 Day, 7 Jewel Clock 


ee All the simplicity of the 1-Day Thermostat with the 
advantages of the 8-Day. Greatly improved—and 
lower priced. Write us today 


Vw INNEAPOLIS 


Hear REGULATOR Co. 
















ee 
8 Established 1885 
e 2801 Fourth Ave., So. Minneapolis, Minn. 
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WILMINGTON. DELAWARE 
i Speakman Showers 
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| THE MIXOMETER | 
| SPEAKMAN COMPANY | 
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Hot Water Radiator Valve 


Improved type, new in design, with 
a handle of the mushroom type made 
of a non-heating fiber composition 
which is proving very popular with the 
trade. 












\ sturdy blue chipped steel screw 
securely fastens the handle to the 
stem. 


Every Capitol, valve is made of a 
high grade steam metal composition, 
carefully machined, assembled and 
tested before shipment. Guaranteed 
against imperfect workmanship and 
materials. 


Eliminate customer com- 
jlaints by using Capitol 
srass Goods of quality on all 
your jobs. Catalog sent on 
request. 


No._142]Hot Water Valve 


CAPITOL BRASS WORKS 


2300 Franklin Street 


==DETROIT, MICH: 























‘week again exceeded $10,000,000. 








7 ‘ ‘ 
CHICAGO 
A further improvement this the 
bers’ shipments gives ground to the belief that the master 
plumber is daily getting and his end 
of the big building program for the 
Central West. These shipments represent a great number 
of small orders for buying for 
stock in anticipation of future requirements But 


week in total of job 


more more into 


that is scheduled 


actual needs rather than 


such 


seems to be the trend of the times—to limit orders to 
nearby requirements—-and many think that such methods, 
if established, will benefit the industry in that they will 


stabilize conditions. They eliminate the evils of over 
buying, at any rate. 
But such buying does not reduce jobbers’ stocks as 


quickly as they would like to see them liquidated in view 
them did the first 
their 


of the heavy purchasing that many of 
of the year. They therefore, shaping 
to the pattern of their customers, and this is not 
manufacturers very much business at the 

This situation is resulting in some curtailment of 


are, buying 
giving 
the present 
time. 
production as contracts expire and 
of volume. Outputs 
for some time 


extent anticipated. 


are not replaced by 


new business have been exceeding 


consumption not 


now and demands have 
increased to the With 
most cases, readily obtainable, there is no great incentive 


Then, too, prices 


supplies, in 


for buyers to operate very far ahead. 
are not strong, and this fact makes it doubtful wisdom to 
place orders for very far into future 


one only has to look at 


For encouragement Chicago's 
building permits, the aggregate value of for 
Or to recall the Dodge 


which last 


the construction started in 
was the largest 
Plumbing 


total, 


that the amount of 
March in the Central West 
recorded July, 1922. 
finding place in this 


none the less surely, 


reports 
monthly total 
heating are 


but 


since and 


their slowly, perhaps, 


Soil Pipe 

In spite of the fact that the increased tonnage moving 
into the hands of the master plumber is daily reducing 
jobbers’ stocks, new business being placed with foundries 
shows little improvement this 
heavy enough to meet current demand without immediate 
and the effect of the gradual 
demand plumber is an 


week. Jobbers’ stocks are 


immediate 
opening up of the 
encouraging number of inquiries and some releases against 
the have reached the 


point where, in many new 
business to maintain operations, and many have curtailed 


replenishing, 


from master 


orders, In meantime, foundries 


cases, they are depending on 
production as their stocks accumulate in the face of light 
buying Prompt deliveries can be made as a rule. Prices 
are still weak, though there has been no change officially 


announced. 


Steel Pipe 
Mills have slowed down production until it more nearly 
equals demand, and, though a light tonnage is going 
through on order right along, their stocks have ac- 
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jobbers contine their buying to quick needs 


cumulated as 


One large Chicago jobber reports that demand from the 
master plumber and heating contractor is slow, as well, 

an indication that present needs are not exceeding the 
supplies that many took in last fall Mill prices are firm 


and unchanged, 


Wrought Tron Pipe 


The jobber is not moving much wrought iron pipe and 


has fair stocks to meet the pick-up needs that continue to 
constitute the buying of the master plumber and heating 
Makers 


direct-to-job sales. 


contractor report a fair business, however, in 


Mill stocks are ample. Deliveries are 
unchanged 
Ware 

that 
replenish 


prompt. Prices are firm and 


Enameled 
the general 
stocks, 


increased 


Buying is not yet in volume marks a 


movement among jobbers to reduced 
but demand on makers is beginning to reflect the 
manufacturers 


that 


activity of the master plumber. Some are 


receiving conservative commitments run into the 


third quarter, but are getting comparatively few immediate 


shipment orders. Some, on the other hand, report that 
bulk of business being placed is for quick fill-in require 
ments. Demand from the master plumber is improving 
right along and accounting for a growing volume of dis 
tribution from jobbers’ stocks. Factory deliveries can be 
made promptly. Prices are unchanged, 
Pottery 
Master plumbers are releasing shipments against orders 


placed in the past and taking out a good quantity of staple 
little 


check 


Makers, however, are closing new busi 


still 
and are not adding to their specifications until the need 


ware. very 


most jobbers have orders to against 


ness, as 


to replenish is more pressing A fair volume of business 


is being done in special ware in Chicago. Shipments from 


potteries are satisfactorily prompt Prices have not 
changed 
Range Boilers 
Demand from the Chicago master plumber is not yet 


very active for range boilers, and jobbers have not found 


it necessary to add to the stocks they are carrying until 


they are further reduced. Deliveries can be made prompt 
ly. Prices are unchanged. 
Plumbers’ 

Makers of plumbers’ brass goods report no improvement 


Brass Goods 


this week in the sale of their products The jobber is 
adequately stocked to meet the current demands being 
made by the master plumber and is ordering small lots 


here and there to keep stocks at a working level. Actual 
needs of the master plumber do not yet require heavy 
buying, and there is little disposition to order ahead in 
ithe face of the varying prices that are being quoted 


Factory deliveries are satisfactorily prompt. Sheet prices 


have not changed 


Boilers and Radiators 


Last week’s reported spurt in demand has receded some 


what in the last few days, and orders for immediate ship 


ment are again light. Prospects ahead are encouraging 
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from the volume of business already placed for future 
delivery. Shipments can be made promptly Prices have 
not changed. 
Pottery Chart 

The trend of prices of pottery for the years, 1921, 1922, 
1923 and 1924, is shown in the accompanying chart. An 
average of the prices of seven items of earthenware was 
obtained and the line plotted therefrom. Last year was 
one of steadily declining prices, the last drop taking place 
in December, at which time prices went into effect which 
ire still operative today Pottery, since 1923, has seen 


ome great changes in production methods, and it may be 
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that 1924's fluctuations were the adjustments to the new 











scale of operations. The chart shows that this product 
has been one of steadiness in the past and the future will 
show if, with the new order of things, it will retain this 
characteristic. 
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NEW YORK 

The week is marked by reports here and there of a 
slight improvement over conditions last reported. Build 
ing is by this time in full swing, and makers and jobbers 
in the plumbing supply field are beginning to feel the 
demand it creates in various lines. 

No sudden increase has made itself felt in any particu- 
lar commodity, but there seems to be a trifle more confi- 
dence on the part of the jobbers, some of whom are re 
placing stocks which are by this time fairly well depleted. 

Soil Pipe 

Demand remains at about the same level as last re- 
ported. One foundry reports a slight increase from the 
Metropolitan district. Foundry prices show a slight stif- 
fening in isolated cases. Deliveries are good. 

Steel Pipe 

No great change is apparent in this commodity since 
last week. A light, though fairly steady demand continues. 
Mill prices are firm and unchanged. Shipments are prompt. 

Wrought Iron Pipe 

Requirements for wrought iron pipe are evidently not 
very large. Mill prices are firm. Prompt shipments are 
customary. 

Enameled Ware 

Conflicting reports are received this week. One maker 
reports operation of plants at capacity, while others, al- 
though reporting a fairly satisfactory volume, state that 
their business is not quite up to expectations. However, 
a great deal of enameled ware is moving, and makers’ 
prices are firm. Deliveries on nearly all items are prompt. 
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Pottery 
A satisfactory demand is reported by manufacturers. 
Makers’ prices remain unchanged. Evidences of shading 
by jobbers are common. Deliveries are prompt on most 
items. 
Range Boilers 
A slight increase in demand for range boilers has made 
itself felt during the past week. Prices remain the same, 
and satisfactorily prompt shipments are customary. 
Plumbers’ 
Demand for cast brass shows a slight improvement this 


Brass Goods 


week. Tubular goods remain as last reported. Prices 








19.23 


are still unstable from both makers and jobbers.  Ship- 
ments are good. 
Boilers and Radiators 
The situation has not changed since the last report, 
and a rather slow demand continues. Prices are un- 
changed. Deliveries are good. 


PHILADELPHIA 


The market in and around Philadelphia continues to 
maintain a rather inactive appearance. Although build- 
ing contracts in the city for the month of March totaled 
an amount greater than any previously experienced, some 
time must elapse before the demand created thereby re- 
solves itself into actual orders and shipments of plumbing 
and heating supplies. 

Such business as is being placed consists for the most 
part of supplies for small house operations in suburban 
districts. These transactions are very often handled at a 
very low profit to the jobbers, among whom price shading 
prevails to a marked degree. 

Soil Pipe 

Demand for soil pipe continues light, and keen com- 
petition is in evidence wherever an order is in sight. Both 
manufacturers and jobbers continue to shade _ prices. 
Foundry stocks are good on nearly all sizes, and deliveries 
are satisfactorily prompt. Many makers are curtailing 
production until demand improves. 

Steel Pipe 

No change in prices. Demand remains at about the 
same level. Prompt deliveries are customary from all 
sources. 

Wrought Iron Pipe 

Wrought iron pipe is marked by a dearth of demand 
and decidediy keen competition between wholesalers for 
such business as offers. Mill prices are firm and un 
changed. Shipments are good. 
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SOLVE THE HEATING PROBLEM FORALL IIME 


WITH THE ALL METAL 
NU vel) Wale NON-ADJUSTABLE 


SYPHON AIR VALVE 


émbodying Dole thermostatic Principles 


—still embodying all of the known high-class ther- 
mostatic principles and the special Dole features. 


If you want a better air valve at a lower price, send for 
our diagram blue print showing detailed specifications. 


THE DOLE VALVE COMPANY, 1923-33 Carroll Ave., Chicago, Il. 
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What a Difference 
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RECALL— 


The days of yesterday when putty 
or plaster of paris were the only ma- 
terials used for making the joint be- 
tween the closet bowl and soil pipe. — No. 20 — 
Loose, leaky bowls, stained floors and ; 
foul odors are only the results of con- 
nections made with such non-depend- poeta aatiall 
able materials. THE GROENIGER MANUFACTURING CO. 


Columbus, Ohio 














A New Closet Connection Circular 
Let us send you a copy. 





—but today TESTITE earthenware-to-metal Closet Bowl Connec- 
tions provide a permanent, positive, leak-proof joint at the floor line. 


No. 21 No. 23 No. 24 No. 25 
For Cast Iron Pipe For Lead Pipe Fe Wrought Iron Pipe Connection with Bend 





ALL TESTITE Closet Bow] Connections make the joint by seating the end of the out- 
let horn on a special, hollow flexible, lead gasket. They can be used with any standard 
make two or four bolt closet bowl, slop sink or pedestal urinal, either Jong or short horn 
type. Connections installed and tested with the rough work. Furnished in three or four 
inch sizes, complete with test cap and gasket, bolts, nickel plated nuts and washers pack- 
ed in individual cartons ready for installation. 


Groeniger TESTITE Connections 
eC}, &9 
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Enameled Ware 

A satisfactory volume of business is 
this week by manufacturers. Makers’ 
hanged. Price shading continues among jobbers 
ments on staples are very good, and on specialties reason 


again reported 
prices are un 


Ship 


ibly prompt. 
Pottery 

The pottery situation remains unchanged, with demand 
till at a satisfactory level. Makers’ prices are unchanged, 
but instances of shading by jobbers are not unusual. Ship 
ments are usually prompt. 

Range Boilers 

A fair volume is reported this week by manufacturers 

Prices are firm and unchanged, and deliveries are good 


, 


Plumbers’ Brass Goods 
Light demand and low prices continue as the outstand 
ing characteristics of the brass goods field, both cast and 
tubular. Makers of both types report ability to 
prompt shipments. 
Boilers and Radiators 


make 


The slackness of demand last reported still obtains 
Prices remain unchanged. 


are satisfactorily prompt. 


NEW ENGLAND 


between master and journeyman 


Shipments from all sources 


A partial agreement 
plumbers has been reached which enables the trade to 
renew work. A tentative three-year agreement has been 
entered into at the old wage scale of $1.10 per hour, but, 
so far as can be learned, this may be recalled at a later 
date. 

This 
Business is slow. 


leaves conditions in rather an unsettled state. 
Collections are poor. Prices by manu 
facturers are, as a whole, fairly firm but rather the 
reverse with the jobber, who is cutting prices in an effort 
to reduce stocks. Very little new buying is being done 
by jobbers as most of them covered for their requirements 
during the latter part of last year or the early part of 
the present one and bought in such quantity that they 
now have good stocks in hand. Manufacturers, as a whole 
have felt the falling demand and are prepared to make 
practically immediate shipment when orders are sent in. 

That there is every indication of good business in the 
near future was shown very plainly during the period 
when the actual strike was in effect, since many of the 
master plumbers stated that they had, either in hand or 
to figure, many good projects. <A great deal of figuring 
is being done and, in many cases, jobs that were doubt 
ful are now being rushed through for signatures on con 
tracts so that they can get Many of the 
suburbs are showing a substantial increase in building 


both of the 


under way. 
permits issued for residential construction 
single and apartment type. 

It is conceded that if the question of 
settled 
of work since it is generally admitted that cost of ma 


labor can be 
within a short time there will be an abundance 


terials is as low as will be seen for some time to come, 
Soil Pipe 

Demand is fair at present from the plumber. 

are carrying good stocks and manufacturers are making 


Jobbers 


shipment promptly as needed. No change in price by 


manufacturers but some variations by jobbers who are 


anxious to move heavy stocks. Manufacturers, as a rule, 
are practically caught up with old orders and are seek 
ing new business. 
Steel Pipe 
No change in manufacturer, 
noticing a falling off in demand at present although still 
Stocks, both at mills and in hands 


price by Jobbers are 


noving a fair quantity. 
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HEATERS 


Steam--Vapor--Hot Water 





That these heaters are 
backed by 85 years 
experience is a sincere 
guarantee of satisfac 
tion and service. 


Made in all popular 


sizes and in both 
round and square 
types. 

Rated conservatively 





and constructed ac- 
] cording to A.S. M. E. 


standards. 








i 
ABENDROTH BROTHERS 


Established 1840 
Port Chester New York 


















Builds Business! 


Plumbers have found that a Red Top 
Relief Valve Model No. 2 earns the name of 
a business builder. It is the basis of 
a highly efficient tank-in-basement type 
closed hot water heating system, which 
can be installed at a saving for the owner, | 
and a profit for the plumbing contractor. 








It affords sure, instant relief from high 
pressures, preventing cracked boiler se 
tion and other ruptures. 





May we send you a supply of the new 
booklets describing Model No. 2? 


NEPTUNE METER COMPANY J 


50 EAST 42nd ST. NEW YORK, N. Y 


Branch offices in princ:pal cities J 


y 
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Red Fop elie? Valve 
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of jobbers, are from fair to heavy. Some price cutting 


},} 


bers is reported but conditions are not serious. 


123 Years Old — Founded 1802. 


Wrought Iron Pipe 
, Little demand, with stocks of both jobber and man 
Range Boilers facturer ample to care promptly for all orders receiv: 
Prices are unchanged. 

: Enameled Ware 
Riveted A slight increase in demand is reported by some man 

Welded cacturers Cebageeins as a rule, are well stocked but ha 
to go into the market for replacements in small quant 
Sure-Tite ties. Prices are firm in this commodity and in view 
Copper-Brazed conditions the outlook is bright. 
Plumbers’ Brass Goods 
Wm. B. Scaife & Sons Co. A good volume is still being moved. Jobbers are carry 


Pittsburgh, Pa. ing good stocks and manufacturers are still working on 


old orders While there has been some falling off in d 





mand it has been slight compared with some of the other 
commodities. Prices are holding up well and are practi 
cally unchanged 


HE ae H | Pottery 
> t : : 
nee + 7 | A fair demand for small lots. Not much new or heavy 
backbone in : : : : 
buying by the trade. Little new business being entered 


ALLRIGHT 
Seats, together with potteries by jobbers as most of the jobbers are well 
with expert finish, | stocked at last year’s prices No change in price is re 
and real service, is 
the secret of their 
popularity. 


ported by manufacturers but some shading by jobbers ir 


an effort to reduce overstocks. 
Range Boilers 
No price change. Stocks in hands of jobbers sufficient 
to take care promptly of all orders entered. The demand 


by the trade is small at present. 


el aS 


/ > - Allright Mfg. Co. Good business on the books but a slowing up in re 
by ae | Saree meets My So leases against orders on file is the general story. Thi 


actual movement out of stock is satisfactory, however, and 





no uneasiness is being shown since the usual amount of 





material is sure to be absorbed in the near future. Price 


have not changed. 


Douglas Flush Valve Price Changes Recently Announced 


Another reduction of 5 per cent has just been announced 


== = 
SSS 


i Positive Afterfill on drawn lead traps and bends as well as lead pipe. No 
i change in round lead traps. 

) Regulating Screw 

| Z >) ‘ x X ‘ \r 
Economical ‘wn I A C I h | C C O A 5 r 

| The past week brought forth no noticeable change in 


| One-inch Inlet 


Coast conditions as a whole. Taking everything into 


: ; consideration the outlook is favorable. 
Users of this valve recommend ae ‘ : : ; 
‘ ae Building permits issued so far during April are holding 
it without restrictions. : . 
up very well and architects report considerable new work 





on the boards. Purchasing by all concerns continues along 
conservative lines and with very little tendency to do ans 





= ih = 








speculative buying. Jobbers’ prices on all lines are firm 





and there is no indication whatever of price cutting. 
Soil Pipe 
The demand for this commodity remains fair. Jobber 
and large operators’ stocks are in good shape and are 
able to take care of present requirements. Very little 





Automatic Gas Water Heater difficulty is experienced in receiving prompt shipment! 
from the foundries. 
Well pleased customers are Steel Pipe 
your best salesmen. That's fhe demand for steel pipe is what might be term: 


just one reason why it pays to normal for the coast. Distributors’ stocks, in most il 


sell Humphrey Automatics stances, are ample and well assorted and no difficulty 
There are plenty of others. experienced in receiving prompt shipment from the mill 


Enameled Ware 





Humphrey Company The demand for enameled ware remains fair. Mo 
Div. Ruud Mfg. Co. jobbers’ stocks are ample for present requirements 
Type ‘‘A”’ Kalamazoo = Michigan difficulty is experienced in receiving prompt delivery 0! 





all designs from either Coast or Eastern factories 











i 














April 25, 1925 DOMESTIC ENGINEERING 77 





E — Reliable advice on at least 
200 erecting and repair jobs! 





cr a (eaten 136 Pages, 106 Diagrams, 








rarenting oF sopping leak , 87 Pictures of Applica- 
pote tions in the new and 
completely rewritten 
Twentieth Edition of 
Batiom Seat ' 1’) i 
the t : 
. bd the = ry / } , ) y 
F la ; 4 rapt } il / l 
L7 iJ 
t israch Gh tema b ence. It irtua 1 Boule 
y F ‘ . : 
ve ~ io a ye idl 5 ° Engine - 7 m dy 
id be oe ald be p ar : : rignt ut t ft} 
Mite Sa Hiberal Ale. net 5 practice. Tf t me i dey 
iin dition, SCRAP 11 d for 
This compact but thorough instruction The methods outlined are based upon 
book gives exactly the information that thirty years of world-wide experience and 
every Engineer needs, ‘and includes such thousands of actual time, money and labor- 
subjects as: saving performances under every imagin- 
able power plant condition. 
Making permanent and emergency re- 
pairs to boilers, engine cylinders, pumps, Just what you have been looking tor, 
elevator cylinders, condensers, bursted pipes, and free if you fill in and return the coupon. 
feed-water heaters, economizers, steam and 
Fe ee . etar re. wale ‘ Get v - Sm h-On in + Selb, tt or 
oil separators, storage tanks, valves, ete. sel your .ymooth-Un in I or §5-l0. Lins, O 


ee , 25, 50 or 100-lb, kegs ‘from nearest suppl 
Obtaining pressure-tightness at new and nase 
old screw-threaded and flanged joints, por- 


Ous spots Or cracks in pressure containers. 


house, or if necessary, from us direct. 


jppoers On Mfg. Co., Dept. 12, Jersey City, N. J. 
Please send copy of the new . 


SMOOTH-ON HANDBOOK, 2oth 


Making emergency joints without thread- 
ing, press-fit joints, unfinished cast-iron 
joints, caulked bell-and-spigot joints with- 
out lead, ete. 


lit nl 


Name and position 


Water, oil, fire and weatherproofing 
walls, floors, wheel pits, sumps, storage 
tanks, concrete cooling ponds, 


Name of firm 


| 
| 
| 
| 
| 
' 
I 
| 
| Addr ss 
| 

| 


Making iron-hard durable machinery 
foundations, ete. 


No it with MOOTHO 


Mention Domestic ENGINEERING when writing advertisers. 
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LOOK! 


Here’s A Slick One! 





(aot wien EXtra Brass Top Riveted On *"*potisnes 


Hinged lids neatly fitted and top secured in such a way 
as to obviate unsightly screw holes in corners, 
leaving polished surface perfectly plain 


YOU’LL BE SURPRISED 


at the moderate prices 


We Stock 
(C. I. Bell—Brass Bell if specified, extra) 
6"x6"——For 2 in. Soil Pipe— Plain 9"x9"—For 3 in. Soil Pipe—Plain 
(Short) Outlet (Short) Outlet 
6"x6"— Tapped for 2in. W. I. Pipe 9”x9”—Tapped for 3 in. W. I.'Pipe 


Tops Nickel Plated if Specified 


May we quote you on these cesspools? 


»ICHMOND 


FOUNDRY & MANUFACTURING CO 
RICHMOND, VIRGINIA 





«‘4 dependable source of supply”’ 
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DOMESTI 


Pottery 
here is no noticeable change in the demand for pottery 
Most jobbers’ stocks are in good shape and able to take 
of all present requirements. Shipments from either 


( t or Eastern factories are being received without any 
noticeable delay Manufacturers’ prices on staple bowls 
ul tanks were reduced during the week and are at 


present, at the lowest point, for several years past. Jobbers’ 
es to the trade are in line with present costs 
Plumbers’ Brass Goods 
Brass goods of all descriptions remain in good demand 
There is a considerable variation in price m this com 
modity from both manufacturers and jobbers, based on 
ility and quantity of material required Prompt ship 
nt from both manufacturers and jobbers can be secured 


practically all items. 


soilers and Radiators 
These commodities are in fair demand and most of the 
heating contractors are busy During the week distribu 


tors put into effect the reduction of 10 per cent on boilers 
which had previously been made by one of the large 


manufacturers. 


The Metal Market 


Apr \ ’ \ ra \ ig 
21. Mar.,1 Jar { 
IRON 
2 Foundry, Chicago 
urnace SLL. 
ATES AND SHEETS 
el boiler plates, Pitt 
irgh, per 1 0) { 
int led i ts 
vit burgh, J | ‘ 
Plack sheets, Pittsburgh 
per Ib 3.300 
anized sheet Pitt 
urgh, per Ib 1.451 "4.71 1.7 1.7 i 


TIN 
Straits tin 
COPPER 
Prime Lake yr. 4 b. I 
finery 
leetro, del ered 
LEAD 


Chit 


The Old Metal Market 
Dealers’ Buying Price 





Per Ib Per lb 
iminum clipping 16 ( Copper light Slee 
lock tin } c Copper, uncrucil 

Brass, light 5%¢c wire I%e 
Brass, heavy mixed Hy Faucets and valve 6\e 
ra red 8 ( Lead, heavy . i%ye 
( per, erucibl 16 ler joint 6 ¢ 
NOTE Prices are those quoted on Tuesday of this week 


Samuel ©. King and others are interested in construc- 
tion of a $200,000 Y. M. C. A. building in Ensley, Ala., to 
include a swimming pool. 

Walter W. Lundbeck has opened a plumbing shop in 
King City, Calif. 


WYOMING MASTER PLUMBERS CHANGE 
CONVENTION DATE 
The date of the annual convention of the Wyoming 
Master Plumbers’ Association has been changed, accord 
ing to announcement by M. L. Estabrook, secretary, from 
Jur 1, 2 and 3, to June 15, 16 and 17. The change 
made in order that a speaker from the National 
rad Extension Bureau, of Evansville, Ind., might be 


pY nt 
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MAGAZINE FEED 


WATER HEATERS 





Interior View 


Magazine can not burn out. No explosion of 
gases from overheated magazine. The coal is 
burned on the grate and not in the magazine. 


HERBERT BOILER COMPANY 


ROOT AND LA SALLE STS. CHICAGO, ILL. 
J. T. Blyth, 100 Standard Bank Bidg., OTTAWA, ONTARIO 








HE union without a single 

weak point. Made of high 
grade malleable iron, with a 
rolled-in brass seat, securely 
anchored by an overlapping 
shoulder of iron. Scientifi- 
cally proportioned sizes and 
high quality throughout at a 
price that is most reasonable. 


Ask Your Jobber 


Standard Union Zo. 


Winthrop Building, Boston, Mass. 
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more business and profit 





nobody eal 


‘ aft rer 
nakeshif heate 
wh a ma 


| » nght, but 
to fuss arov ace isn’t acting * A nave 
when the tur ag? They mug” lean 
« people do ! ys to 
los oF { * ey nad oF gered 
| fort ut tH 
} + Ax T 
| \ yes that ~ 
shemsel¥ be of 
saved © ing , to * 
| ser irr the SPF wit be glad done 
| tne hee and we the W ork Gd 
Y now t 
} e available Know to KE 
\ Our met of nave to tet 4 the ye" 
11 only ume of & 
You'll * pit titty 
service ue way and at the "EB 
in the 1B" sien 
ms — : fine idee 
' —_— 4) this 
a cers te help ** 
——— serves of viet . 
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our customers 
like the plan: 


“Can you also supply us with the postals sent out each year for the repairs 
and cleaning of furnaces? We have used these for the past two years and 
have had fine results) We would like to have a sample of this year's card 
before ordering Lewis & Dunkel, Gloversville, N.Y 


These booklets sure were the thing I was looking for, as they are written 
so that almost anybody can understand them, and my customers certainly appre 
ciate them H. M. Maginot Sales Co, Hammond, Ind 


“We were very much pleased with the cards reminding people to have 
their heaters looked after Of the 150 cards sent out we received nearly 50 
replies. Pretty good rcsults.”"--E. E. Guion @& Son, Mt. Virnon, N. Y 


Put these missionaries to work — Clip the coupon 


International Heater Company 
Utica, N. Y 
Enclosed find $ for which please send 
Spring Cleaning Cards 
Booklets with International imprint 
Booklets with our own imprint 
Blotters 


Name 


Address 








what next? 
spring cleaning, 


of course — 


six missionaries 
to work for you: | 


spring cleaning card | 
series of four blotters | 
coal booklet 








for you! 








Return (This) Card 





you may send 
your man tociean 
the heater at: 





cleaning card 
designed to create 
more customers 





| 
, | a new spring 
Post Card | 


| 
| 





how you get these 
business builders: 


For the past several years we have furnished to the trade, cards 
for the solicition of repair, replacement and cleaning work 

These cards have proved very effective in bringing in business 
during the Spring and Summer months and have helped to put the 
balance on the right side of the ledger 

We purchase these cards in quantities and gladly supply them 
to the trade at cost. 

It will be worth the slight cost of the booklet, to give each of 
your customers a copy of “How to Operate Your Heating Plant with 
Less Coal."’ It is the most complete and instructive booklet on proper 
care and operation that has ever been published. Order enough for 
your needs. 


Cards and Booklets will be furnished 


at the following prices 
100 Cards without your imprint $100 
200 Cards imprinted with your name and address 1.75 
500 Cards imprinted with your name and address 3.75 
1000 Cards imprinted with your name and address 6.00 
(Imprinted orders not accepted for less than 200 cars 
100 Booklets with International imprint on back gover 730 
100 Booklets with your imprint on back cover 10.00 
100 Blotters, 25 each design 3% 


International Heater Company 
Utica, N. Y. 





Mention Domesti 


ENGINEERING when writing advertisers. 














New Business ‘Ventures 


P. Camp has opened a plumbing business at Santa 
Clara, Calif. 

C. V. Geyer has recently opened a plumbing shop in 
Hamburg, Iowa. 

The Broadway Heater Company has recently opened 
an office at 27 School street, Boston, Mass. 


H. G. Martin has engaged in the plumbing and heating 
business in the Ketchum Building, Wash. 


The Cory-Crawford Plumbing Co., of Muskogee, Okla., 
A. Cory and C. R. Crawford. 


has engaged in the plumbing 


Stanwood, 


has been incorporated by L. 


J 
The Central Specialty Co. 


and heating business at 932 Wilson street, Los Angeles, 
Calif. 

Zinober Bros., Inc., have been incorporated with a 
capital of $10,000 to establish a plumbing business in 
Brooklyn, N. Y. 


J. Herbert and E. P. Johnson and Chas. A. Reeves have 


engaged in the plumbing and heating business at 1209 


North Central street, Los Angeles, Calif., as Johnson & 
Reeves, 

H. Unterberg, I. Levy and William Stang have incor- 
porated their business in Brooklyn, N. Y., under the 


name of Unterberg & Levy Plumbing & Heating Corpo- 
ration, 

The Baker Oil Burner 
incorporated with a capital of 
Seattle, Wash. C. H. Williams, W. H. 


Brandt are the incorporators. 


Sales Company has recently been 
$10,000 to do business in 
Mankey and M. L. 


Smyth-Warren-Colliver, Inc., a heating and plumbing 
contracting firm which has operated in Seattle and Spo- 
Wash., has now opened headquarters 
in Portland, 


for some time, 
Ore., at 230 East Broadway. 


kane, 





Chatham, 
Austin 


McDermott, 
Mass.; 
Davis, West 


PY. A. Kieser, Hyannis, Mass.; T. B. 

Mass.; G. Wilbur Thompson, Newton Center, 

McRae, Concord; A. G. Kerr, Waban, and J. B. 

Newton, Mass., nt Massachusetts Master Plumbers’ 
convention 


recent 


81 


has incorporated 
Ludden Co, The 


Charles A. Ludden, of Chicopee, Mass., 
his business under the of Charles A 
Charles A. Ludden, 

A. Morin, 


name 


incorporators are Daisy G. Ludden 


of Chicopee, and George of Boston. 

The Homer C. 
has been incorporated with a capital of 
duct Homer C. Perkins, 101 


street, ident 


Mass., 
$50,000 to con 
Marshall 
treasurer 


Perkins Company, Inc Joston, 
a heating business. 
Watertown, Mass., is pres 

Abraham Pike Jacob 
nership to conduct a plumbing and 


and 


and Cutler have formed a part 


business, and 
Walnut 


Central 


heating 


opened offices and salesrooms at &6 street, 


Mass., 


have 
Chelsea, 
Co. 

we Fe 
aml Heating Contractors’ 
this office 


under the name of the Plumbing 
the Charlotte Plumbing 
Charlotte, N.C., 


the plumbing and 


Owen, field secretary of 


Association, of 
will enter 


has resigned and 


heating business under the name of Owen-Sullivan at 14 


West Bland street, Charlotte. 


° ’ 
Business ( hanges 


The Thermos Heating Company, of Denver, Colo., has 


moved from 127 Fifteenth street to 1518 Broadway in 
that city. 

The S. & K. Burner Corporation, Providence, R. L., 
has moved from 187 Pine street to 130 Fountain street 
in that city. 

The Modern Appliance Co. of Rhode Island has moved 
from 73 Fountain street, Providence, R. I., to 131 Broad 


street in that city. 

M. S. Garrison, 
plumbing and 
504 Third avenue, 

The Albert B. 
tilating contractors, 
hill street, Boston, 
for a long term of years, the 
occupied but two floors, at 


of Faribault, Minn., has moved hi 
heating from 


South, in that city. 


business First avenue to 


Franklin Company, heating and ven 


for many years located at 25 Haver 
has enlarged its quarters by leasing 
entire building of which it 
Haverhill 
double it 


has formerly 25-27 
street. This gives the 


former room. 


company more than 


PAUL 


National 


WM. J. WOOLLEY IN MINNEAPOLIS AND ST. 

William J. Woolley, 
Trade Extension Bureau, 
to the 
During his stay he 


secretary-manager of the 
of E 
Twin Cities on his way back from the 


paid a visit 
Coast 


vansville, Ind., 
Pacific 
salesmen and 


addressed a meeting of 


executives of the Minneapolis and St. Paul plumbing 
supply houses. The salesman is the sales manager for 
his house within his own territory, Mr. Woolley stated, 
and is responsible for conditions therein He must love 


the goods he sells and have a complete knowledge of his 


merchandise. 
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i At ‘this meeting a code of ethics was adopted unani unselfish work in that difficult position during the past 
mously by a rising vote, following which remarks were year. 
made by the following: T. R. Mork, manager of Crane The association decided to make plans for the settl 
Co., at Minneapolis; M. M. Cochran, president of Cochran ment of the transfer question by appointing a committee 
Sargent Co Pp J. Frey, president of Central Supply consisting of Mr. Taylor and Mr. Weber, who will draft 
y Company; B. W. Tangeman, manager of A. Y. McDonald an amendment to the constitution, providing for th: 
i Mfg. Co., Minneapoli A. L. Heston, sales manager entrance of members of similar organizations without 
Roberts-Hamilton Co.; Mack R. Allen, sales manager the payment of initiation fees. 
Kellogg-Mach ( Minneapolis; S. S. Spencer, presi - 
dent of S. S. Spencer Co.; O. R. Manners, president of OFFICIAL PROGRAM FOR THE ANNUAL CONVEN. 
Manner Motz Co.: B. M. King, assistant treasurer, Crane TION OF THE PENNSYLVANIA STATE 
; Co., St. Paul: F. J. Camitsch, president of the American ASSOCIATION OF M. P. 
. 
Supply Compan and D. R. Thoma secretary of the C. F. Troutwine and Jacob Dome, of York, Pa., presi- 
- Central Western Credit association dent and secretary, respectively, of the Pennsylvania 
Mr. Woolley also addressed the Minneapolis Sales State Association of Master Plumbers, have just issued the 
Managers’ Club, which is composed of sales managers cia) proeram for the annual convention of this organi 
td from a number of Minneapolis firms in various lines of zation, which is to be held May 13 and 14, 1925, in the 
.: busine Iren Temple at Wilkes-Barre, Pa. The program, subject 
On the evening of April 14, master plumbers of Minne to change. follows herewith 
ipolis, St. Paul, Winona, St. Cloud, Hibbing and other Wutnedier Wecsinn, Sey 16 
cities in th tate met at the Elks Club, Minneapolis ) a. m.--Opening of Convention 
where dinner w erved, following which Mr. Woolley Singing of America 
j poke and later conducted a round table discussion on Invocation 
problems met by the master plumber All those present oceania a ara fine iris cog 
felt that Mr. Woolley's visit to the Twin Cittes was a Address, Wm. J. Woolley, Secretary-Manager 
great benefit to the trade and regretted that he could National Trade Extension Bureau, Evansville 
not nend a lor r ft ‘ n tl e citi Indiana Appointment of Committees Ad 


journment. 
Wednesday Afternoon, May 13th 





r* 1 p.m Business Session 
Report of Committees ; 
n Address, John J. Vogelpohl, National President 
p.m Rusiness Session 
Address, C. R. Texter, Metallurgical Engineer of 
National Tube Company Adjournment 
Thursday Morning, May 14th 
i Business Session 
e Address, D. CC. Connelley, Carnegie Institute of 
ts Technology, Pittsburgh, Penna. 
i : Address, Victor L. Peavy, Accounting Service D« 
ql ‘ partment of National Trade Extension Bureau 
Business Session 
é n Adjournment, 
ie Thursday Afternoon, May 14th 
m Business Session 
Address, EK. L. Bowman, Educational Director of 
National Trade Extension Bureau, Evansville 
Ind, 
The Los Angeles (Calif.) Sanitation Development League's Educational Hour, Harry Stillwell, State Chair 
; recent banquet at the studio of Charles Ray in Hollywood, man of Educational Committee 
[2 @ Calif... where the movie star had just finished making a film, ' Klection and Installation of Officers 
“Some Pumpkins.” The gentlemen in the picture are: Larry Adjournment. 
Brightwell, secretary of Los Angeles Master Plumbers’ Asso- e 
. ; Cc . tuy; € ms Py. be ss ) | » ome . . . ra aren - . “9s . , : : 
clation Taneton Ray harles Boley I I Caaswtes and EAST SIDE EDUCATIONAL BOWLING CLUB WINDS 
Howard Fletcher, members of the Metropolitan Sewer Project ace sina ai 
Campaign Committee I I SEASON 
Wednesday evening, April 15th, members of the East 
WREATE ‘ OR SSOCTAT \ ‘ATES ‘3 " : ‘ , P : A 
GREATER NEW YORK ASSOCTATION NOMINATES Side Educational Club's bowling teams, Detroit, Mich., 
4 OFFICERS ; : ' : ‘ 
: FFICER their wives and friends enjoyed a dinner-dance at the 
. John H. Taylor, of H. Romeyn Smith, Inc., was nomt- Eastwood Inn. The occasion marked the closing of the 
>. o . 
. nated by the Association of Plumbing & Heating Sales club’s bowling league, and about thirty couples partici 
men of Greater New York as its leader for 1925-26 at pated in a big chicken dinner, with dancing between the 
i] 
the dinner meeting of that association, held at the Lion courses 
, D'Or Restaurant, New York City, Thursday evening, Cc. A. Burton, captain of the Lions, the 1924-1925 
‘ April 16. Harry C. LeCroix, of the W. A. Buerkle Sales winners, was presented with the loving cup by A. © 
H Company, was nominated as vice-president; A. H. Han- Sudz, captain of the Tigers, who were the victors in 
H on, of the Andrews Lead Company, was nominated to last year’s tournament. 
: ucceed himself as treasurer, and William E. Weber, Mr. Burton in turn appointed A. Hempel, a membe! 
. . : 
of the Ideal Specialty Company was chosen for secretary. of the team, as custodian of the cup in deference to his 
Ts The election of officers will be held at the next monthly marked improvement in bowling. 
Pe meeting the third Thursday in May, and the men then The following is the final standing of the teams 
selected will take office in June William E. Krueger, 7 : "y 
. ‘ ‘ ions o 4 Capt . 47 3 
of Hart & Crouse Company, who has served as secre Lion C. A. Burton, Cay 
t Tigers A. C. Sudz, Capt 42 
— : — _ " — : . ? 
q tary for the past twelve months, was given a vote o ee B. H. Krapp, Capt 40 { 
thanks by the assembled salesmen for his untiring and Hears Otto A. Goetsch, Capt 33 
4 
_@ 
o 











AUTOMATIC GAS 
ASK R U U D WATER HEATERS 
EM AUTOMATIC GAS 
TO R U U D WATER HEATERS 
BUY R T J D AUTOMATIC GAS 
5. UL WATER HEATERS 
* U D AUTOMATIC GAS 
[ ) WATER HEATERS 


T= AUTOMATIC GAS 
ER HEATERS 















RUUD 
QUALITY 


After installing a RUUD, there’s 
never any need to apologize for its 
performance. * Thousands have been 
in service for over twenty-five years 
and are still going strong. £ Every 
- RUUD you sell means a satisfied 
customer and a clean profit. 











RUUD MFG. COMPANY 
Pittsburgh and All 
F » Cities 
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“As Brass Pipe does not clog with 
rust, smaller sizes may be used than 
with Iron or Steel,.’’ — VU. S. Dept. 
of Commerce,Committee on Plumbing. 

















When estimating Brass 


—consider smaller sizes 


The use of relatively smaller sizes brings 
the price of the Anaconda Brass job 
closer to that of iron or steel, and makes 
the installation of Anaconda Pipe still 
easier to sell. 


Remind your customer that Anaconda 
Brass Pipe CANNOT CLOG WITH RUST, 
hence the inside diameter is never re- 
duced by rust deposits. 


Anaconda Brass Pipe is structurally per- 
fect and physically sound. Each length 
is subjected to tests exceeding those of 
actual service and it is guaranteed by 
the permanent, rolled-in Anaconda 
Trade-Mark. This mark is your protec- 
tion against substitution and your assur- 
ance of quality. 


THE AMERICAN BRASS COMPANY 
GENERAL OFFICES: WATERBURY, CONNECTICUT 
Offices and Agencies in Principal Cities 
Canadian Mill: ANACONDA AMERICAN BRASS LTD.., New Toronto. Ont 
World's foremost manufacturers of Copper, Brass, 
Bronze and Nickel Silver 


é 








a 


TaBLe ComPILeD BY 
T. N. THompson 


Sanitary Engineer 


For Service and Cold Water 
Supply Lines 


Use '%" Brass pipe instead of %4" Iron pipe 


Ad “ “ ws 1" ‘ 

1" “ “ “ “yn 
‘ 1%" “ “ ‘ “ 1%" 
1%" “ “ “ “ 2" 
2" “ rT . “ 2" 


For Hot Water Lines 
Without Circulation 


Use 'A* Brass pipe instead of 1" Iron pipe 
A “ as “yh os “ 
1" “ os + “4 of 
- yn“ “ “9m 
14" “ + “ © Dh 
2" ry ss ‘“ “ 3" 


Iron and Steel Pipe used for hot water 
lines with circulation will clog with rust 
much more rapidly and a further allow- 
ance in favor of Brass Pipe can be made 
for this condition. 


ANACONDA Brass PIPE 


when writing 
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gE. ST. LOUIS MASTER PLUMBERS GIVE BANQUET 
IN HONOR OF B. JOS. O'DONNELL 


Members of the Master Plumbers’ Association of East 
st. Louis, Ill., recently gave a banquet in honor of B 
Joseph O'Donnell, of the National Trade Extension Bu- 
reau, at the Jefferson Club in that city The following 
members of the association and guests were in attend 
ance; Walter English, P. Hammond, Henry Keller, M. J. 
Kickliam, James Moorhead, E. J. Maag, E. Metzger, Thos. 
MecFvilly, A. Stoltz, H. Shafer, J. Schneider, D. J. Neenan, 
M. Fivnn, and B. Vodde, all of East St. Louis; T. Fleming 
and A. Ruch, of Alton, Ill.; Messrs. Knobel, Neuman, 
Housenman, and Kaber, of Highland, Ill.; Messrs. Kane 
and Stocker, of Wood River, Ill.; Messrs. Schaulat and 
Fisher, of Collinsville, Ill.; Otto Gross, of Belleville, Ill 


OHIO MASTER PLUMBERS ENTERTAINED BY DURO | 


PUMP & MFG. CO. 


More than two hundred master plumber in south 


western Ohio were guests of The Duro Pump & Mfg. Co., | 


Dayton, Ohio, at a dinner given in their honor by that 
company. K. E. Phares, district sales manager, acted as 
toastmaster, and introduced Claude E. Burnett, president 
of the Duro Company, and also president of the Dayton 
Chamber of Commerce. Mr. Burnett spoke briefly about 
the ideals and sales policies of the Duro organization. 
C. A. Kuebler, general sales manager of the company, 
pointed out the possibilities for profit to the master 
plumbers in the sale of water pressure systems and water 
softeners. The toastmaster then introduced John J. 
Vogelpohl, president of the National Association of Mas 
ter Plumbers, who was given a rousing reception. 

Mr. Vogelpohl traced the progress of the National Asso 
ciation from the time of its inception forty-five years 
ago in New York City, down to the present time. He 
pointed out that the group of men who organized the 
first association at that historic New York meeting deter 
mined to make it national in scope. He traced the 
activities of various association leaders, which have re- 
sulted in rendering a prime service to the fraternity and 
to the country as well Referring to present activities, 


Mr. Vogelpohl stated the apprentice problem was of 


utmost importance. He referred to the rapid growth in 
numbers of master plumbers, and called attention to the 
fact that this was due to the natural graduation from 
the ranks of journeymen. It is these depleted ranks that 
need to be filled. He estimated there were twenty-five 
thousand journeymen within the last few years, who are 
how operating plumbing establishments. 

At the conclusion of Mr. Vogelpohl’s address, the two 
hundred master plumbers were invited to attend the 
school at the Duro factory at Dayton, known as the Duro 
Congress, which will be held in July. Hundreds of mas- 
ter plumbers from all parts of the country will attend. 





The delegation from Fall River, Mass., at Massachusetts 
Master Plumbers’ recent convention in Boston 
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Blake Closet Waste Fittings 





Blake Insertable Joints 


BLAKE SPECIALTY CO. 





Complete with 2-inch Slip Collar 


All are Extra Heavy Weight 


We make these in 12, 18 and 
24 inch lengths, with one or two 
tappings—either 114 or 2 inch. 
Also made plain without tap- 
pings. Two inch hub branches, 
either single or double, can be 
furnished when soil pipe connec- 
tion is desired. 


Illustration Shows H 2118—18" 
Two 1'." Tappings 


A lead ring is included with each 
fitting. You will find this a very 
handy fitting when it is neces- 
sary to cut into a line of pipe 
to insert a Y or Tee. 

Made in 2, 4 and 6 inch sizes 
Standard and Extra Heavy 
Your jobber will supply you. 
Complete line of our specialties 

shown in Catalog H. 





Rock Island, Ill. 


CANADIAN SERVICE ALL. CRANE. CO, BRANCHES 














E. B. BADGER & SONS CoO. 


75 PITTS ST OSTON, MASS. 





Badger 
Expansion 
Joints 


do not 








need to be 
repacked. 








@ BADGER a 
HE XBANSION JOINTS 
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answer the demand for 
eficiency, economy and 
durability. 


They are light, strong and 
heat quickly. Made of 
steel + soe, 


Vertical motion of water 
affords active, constant cir- 
culation. 


Coal magazine is a great 
fuel saver. Keeps even fire 
from ten to twelve hours 
without attention. 


It will pay agg! to investi- 
gate. rite for catalog 
~ ea the Wilks Line 


Water Heaters, Garbage 
Burners, Garage Heaters 
and Steel Tanks for 


every purpose Made in all wanted sizes 


S. WILKS MFG. CO. 
3517 Shields Avenue, Chicago, IIl. 
EDWIN W SEDGWICK HARRY M. SEDGWICK 








President Sec. and Treas. 
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“The Last Word” in Swinging Spout 
Laundry Tray Faucets 
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% Heavy pattern with \4-inch “Ground Joint” Brass 

% Unions. Special designed clamps, adjustable vert ca'ly 

"q and horizontally. Clamping bolts brass. Attachm: nt of 

« clamps are to the extended body, below swinging po it 
High grade but not high priced. 

% Write Your Jobber for Prices. 


4 STREET & KENT MFG. CO. 
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« 1954-64 Clybourn Ave., CHICAGO, ILL. Sy 
Manufacturers in Chicago since 1888 > 
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Women’s Auxiliaries 


The Auviliary of Portland, Ore., Preparing for Conves tions 

The Ladies’ Auxiliary to the Portland Master Plumb- 
ers’ Association held its regular meeting Tuesday eye- 
ning, April 14 Plans for entertaining the ladies om 
California, Washington and Oregon auxiliaries in Ine 
were discussed These ladies, the wives of the master 
plumbers of these states, will be there previous the 
dates of the National convention, since these threes ate 
convention of master plumbers precede the National 
convention Tentative suggestions were made and a more 
definite program in this regard will be completed at the 
next meeting 

Mr ( ( McCoy and Mrs. R. D. Rennie wer the 
ladies appointed by President Mrs. Chas. Fullman, te 
act during April on the visiting and sick committees 

The Portland Auxiliary voted to join the National 
Auxiliary as individual members, since there are not 
enough branch auxiliaries in the state as yet to permit 
the Oregon Auxiliary joining as a body. 

Wives of Portland master plumbers expect to be very 
busy between now and the June conventions preparing 
for their week of entertaining as hostesses to auxiliary 
delegates and friends, and genuine hospitality will char 
acterize all their plans and social activities for the visit 
ing ladies. 





Loan, treasurer-elect of the 
McDonald and Mrs. ©. F. 


Mrs. D. F. 
Mrs. A. E. 


Trucker; 
Auxiliary; 


Mrs. G, T. 
Women's State 


Ostberg, all of Worcester, Mass., at Massachusetts Master 
Plumbers’ recent convention in Boston 

' TO ORGANIZE ASSOCIATION IN) OGDEN, UTAH 
A meeting was recently held in Ogden, Utah, to discuss 
1] formation of a local association in that city. Officers 
of the Salt Lake City Association of Sanitary and Heating 
Engineers conducted the meeting, which was_ presided 
over by William H. Bywater, president of the Salt Lake 
City Association. Representatives from nearly every shop 


in Ogden attended and expressed themselves as favoring 


the proposed organization. It is expected that an asso 
ciation will be organized in Ogden in the immediate 
future Ogden members of the profession who spoke 
included Chas. Halverson and J. Offerman. 


AKRON MASTER PLUMBERS ELECT OFFICERS 


The Akron and Vicinity Master Plumbers’ Association 
of Akron, Ohio, have recently elected the following off 
cers for the ensuing year: John McGowen, president, 
John Ruch, vice-president; Walter Kirn, treasurer ohn 
T. Miller, secretary 

John H. Busby, Inc., of Detroit, Mich., has been ay irded 
the plumbing and heating contract on the new tel ! 
mereantile building to be erected at the corner of Library 


and Monroe avenues, in that city. 
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Look for this picture in Perfection 
Water Heater advertising in— ' 
Woman's World - - Out March 10 ae ae 
Country Gentleman - - - Out March 26 
Better Homes & Gardens - Out April 1 
Literary Digest - - - -- - Out May 16 
Christian Herald - - - - - Out May 27 

Walsh 






Model 431— Comes 


complete with 30 


BIG NEW PROFITS 
FOR PLUMBERS eT R 


This is the greatest opportunity coats 
for water heater sales ever offered 





Homes without gas offer you a new 
source of profit. With Perfection 
Kerosene Water Heaters you can 
now Satisfy the long-felt need of this 


This long established reputation to- 
gether with widespread Perfection 
Water Heater advertising is produc- 
ing thousands of inquiries which 

















great market for abundant running 


plumbers in every community are I 
hot water. 


turning into sales. 









. , Here is a big new field for profit— 
In > ¢ ar »¢ ars se . . a 
Perfection Water Heaters sell from the sale of Perfection Water 


readily, for the speed and dependa- Heaters and the other plumbing 
bility of their burners are already fixtures and installation work which 
known in millions of homes where — go with them. Ask your plumbing 
Perfection oil cook stoves are jobber or mail the coupon below 
now giving daily satisfaction. for complete information. 





THE CLEVELAND METAL PRODUCTS CO., 755/ Platt Ave., Cleveland, Ohio 


In Canada, the Perfection Stove Co., Ltd., Sarnia, Ontario 


Model 412—A low priced, big value heater with Model 421— Equipped with Giant Superfes 
two ‘‘Extra Fast’’ Blue Chimney Perfection Burner, thermostatic shut off and triple copper 
Burners. Attaches to any storage tank. coils. Attaches to any storage tank ail 


PERFECIION< 


Products ¢ 0 


Kerosene Water Heaters 7’ :2si~ 


0 Gentlemen: 
4 Send me full informa- 
J tion with prices and dis- 
4 counts on your Perfection 
# Kerosene Water Heaters. 


Name........ 





Address ........... 
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SPRING 


One by one, 


pot furnish hot water. 


heating systems are being shut down. 
From now on it will require two trips to the basement every time 


IS HERE! 


Not until next winter will the fire 


hot water is needed, one to light the gas and another to shut it off, in 80 per cent of the 


And, 


homes where gas is used. 


the warmer the weather, the more hot water 


is wanted. 


This is your opportunity to clean up some very handsome profits and make gocd friends 


at the same time. 
trips to the basement by installing an 


You can save every user of a gas water heater all these energy wasting 


EVER READY GAS HEATER VALVE 


on the gas water heater they are using. Two 
sales a day will make you more net profit 
than any other specialty you can sell, and 
even an ordinary journeyman can easily 
install four a day. 


Just get one in a neighborhood and you'll 
soon have inquiries for more. No one likes 
to run the stairs, and at the low price the 
Ever Ready sells for, they practically sell 
themselves. Recommend one when you sell 
a gas water heater. 


An ordinary gas water heater equipped 
with an Ever Ready Valve gives the build- 
ing owner instantaneous hot water service 
at a mere fraction of the cost of an elaborate 
instantaneous heater. 

The Ever Ready is easily installed — we 
furnish everything complete as shown. No 
special tools required. Installation is usually 
made directly under the heater gas valve, 
or may be made in the supply line as shown 
in the shaded circle. 
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Ever Ready Gas Heater Valve Co. 


231 Grand River East 
New York Representative—John G. Kelly, 210 E. 45th St., 
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Simple and Positive Operation 


The sketch shown here illustrates the simplicity of installa- 
tion. The valve is made with a ground core which rotates only 
One pull on | 


in one direction 


the chain turns on the gas, which is ignited by the pilot light 
another pull shuts it off. The height to which the chain can be 


lifted indicates positively whether the 
turned on. Two controls, 


the kitchen and one in the bathroom, 


There is nothing automatic about the Ever Ready 


saves the needless trips to the basement. 


Demonstrating Display 


Boards 


Get one, and take it with you on every call of any 
You'll be surprised the 


Leave it in the shop or display room. 
way folks will sell themselves. 
~ you are assured of a sale, nine times out of ten 


explained what it is and what it does, 


which is less than they expect, there is no sales resistance. 
is no charge for the board or mounting the parts 
complete for the regular price of one valve. Ask for it when you 


place your initial order with your jobber. 
JOBBERS 


We refer all inquiries to you. 


Write or wire for prices today. 


insuring tightness and long life. 


gas is being shut off or 
operating independently, | 
can be installed if desired. 
it simply | 


As soon as they ask what it is, 
After 
and then quote a price 


you have 


you get it 


Be sure 
to have a stock on hand in order to give prompt service. 


DETROIT, MICH. 
New York City 
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MINNEAPOLIS BUILDING SHOW A GREAT SUCCESS 

The Minneapolis Building Show, held during the week 
ff March 30 to April 4, in the Armory was one of the 
biggest, best and most varied exhibits of building mate 
rials ever staged in the Northwest William Redieske 
former secretary of the Minneapolis Master Plumbers’ 
Association, was in charge of the show and handled it 
to the entire satisfaction of every exhibitor 

In previous shows, the warm air heating concerns have 
been very prominent, and with that in mind, the Minne 
apolis branch of the Heating and Piping Contractors 
Association induced a number of the makers and jobbers 
of boilers and radiators to show their wares, and placed 


on each booth a sign ‘‘Heat by Radiator.”’ 


It was most effective advertising and will go far towards 


starting the “Heat by Radiator’ Campaign now under 
way in the Twin Cities of Minneapolis and St. Paul 


The exhibitors in the plumbing and heating industries 


Radiator Co., Buffalo, N. Y American 


were: American 

Ibg. and Htg. Co., Minneapolis, Minn Bird Burner Co., 
Minneapolis, Minn.; Camel Oil Burner Co.; Crane Co., 
Chicago: D&T Mfg. Co., St. Louis, Mo.; U. S. Radiator 
Corporation, Detroit, Mich.; Economy Heat Co., St. Louis, 
Mo.: Frugal Boiler Co.; Hoffman Oil Burner Co., Beloit, 
Wis.: Hughes Htg. and Plbg. Co., Minneapolis, Minn.; 
Kellogg-Mackay Co., Chicago; A. Y. McDonald Mfg. Co., 
Dubuque, Iowa; Mueller Furnace Co., Milwaukee, Wis.; 


Northern Machinery Co.; Ordway Taylor 
New York Roberst 
gJurner Co., Spiral Boiler Co., 
New York 

Handlein Co., 

Minn.; Barker 
Minneapolis, 


W. P. Nevins Co.: 
Richardson & 
Safe 


soynton Co., City; 
Fire Oil 
The Super Heater Co., 
Minn.; D. W 


Minneapolis, 


Co.: 
Hamilton Co., 
Minn.; 
Minneapolis, 
Inc., 
Litz Co., Heat 
Hoffman Specialty Co., 
Minn.; 


St. Paul, City; 
Carv & 
Beecher 


Co., 
Cumming Co., 
Regulator Co., 
Waterbury, 
Faucet Co., 
Heater Co., 


Minneapolis 
Mooney 
Chi 


Minn.; Conn.; 


Chicago 


Sales Co., Minneapolis, 


cago; Sloan Valve Co., Chicago; EverHot 
Detroit, Mich. 
FLINT, MICH., PLUMBING AND HEATING DEALERS 
MEET 

The Association of Plumbing and Heating Dealers, 
of Flint, Mich., recently held a special dinner meeting 
in the private dining room of the Hotel Dresden in that 
city. The occasion was the presence of William A. Decker, 
secretary of the Michigan State Association of Plumb 
ing and Heating Dealers, who spoke on “Methods. of 
Making an Association More Helpful to Its Members.” 
Herman Cohen is the president, and H. S. Marshall the 


secretary-treasurer of this association 





Todd, both of Josam Mfg. Co., Michigan 
Martin & Sons, Owens- 


Leo Mayer and R. A. 

City, Ind., and “Sy” Martin, of H. P. 

boro, Ky., at Hilinois Master Plambers’ recent convention in 
Springfield, Ill. 
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“They KeepQ) a- Running’ 





Motor 














Specially Adapted 
for Automatic Control 


For more than 21 years Century Repulsion-Start Induc- 
tion Single Phase Motors have been meeting the severe 


The 


governor mechanism has been provided with case-hard 


requirements of automatically controlled equipment. 


ened pins and studs and phosphor bronze bearing surfaces. 
This assures thoroughly satisfactory operation in the most 
exacting installation such as home, and commercial re- 
frigerating units, house pumps, heat regulators, sewerage 
disposal systems, drinking fountains, garage air compres 


sors and similar equipment. 


Century Type RS Motors start as repulsion motors. As 
the motor accelerates to full speed, the governor releases 


the brushes from contact with the commutator, at the 
same time sliding short-circuiting segments into contact 
with the commutator bars. This effectively short circuits 
the windings and causes the motor to operate as an in 


duction motor In most cases the brushes ‘‘ride"’ the com 


mutator only 1-900th part of the time that the motor is 


operating with the result that brush life is unusually 
long 

Type RS Motors can now be furnished with the new 
Century Wool-Yarn System Of Lubrication in fractional 


horse power sizes. 


from ', to 40 horse power 


Built in all standard sizes, 


temperature rise not more than 40 deg. Centigrade 


Send for Bulletin No. 29 


Bulletin No. 29 describes all superior features of Century 
Repulsion-Start Induction Single Phase Motors 


will be mailed to you on request. 


a copy 


CENTURY ELECTRIC COMPANY 
1827 Pine St. St. Louis, Mo. 


29 Stock Points in the United States and 
More Than 50 Outside Thereof 











1, 10 40 H.P. 


4 to 40 H.P. 
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SEAS AS AAS BRST 8 
THERMAG — Snap Action 





Makes an automatic storage gas water heater of any 
heater and range boiler. 
Absolutely positive. 
Endorsed by leading engineers. 
Used exclusively on Sands Storage Systems. 


Ask your jobber or write for folder. 


The Sands Mfg. Co. - Cleveland, Ohio 


The Easiest Way 


When you need to remove a 
defective length of pipe or cracked 
fitting, or connect up new fixtures 
to an old line, the easiest and best 
method is to use the 


SISSON 


Insertable Joint 








Not necessary to disturb pipe 
above or below. No danger of 
cracked joints. 

Write for Catalog telling all about it. 
R. ESTABROOK’S SONS 


Ist and C Streets, South Boston, Mass. 








ADE in two styles. Either 
will take care of any type 
of radiator. 


Write for ALL the 


HEALY-RUFF CO. 


770 Hampden Avenue 


ST. PAUL 


advantages 


MINN 
Stvle & 








Easier to Adjust 


The Eagle Roof Flange is made 
of pure drawn lead. No blow 
holes are possible because of the 
material and methods used in its 
making. It isthe heaviest roof 
flange offered on the market, eas- | 
ily adjusted to all pitches of roof, 
and passes all city ordinances. 
A card will bring you the Eagle 
Lead and Mixed Metal Catalog 
The EAGLE-PICHER 
LEAD COMPANY 
Cincinnati - —— + Joplin 





Eleven Pla 
branches in ‘ait + cities 


/_EAGLE ROOF FLANGE 
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MINNEAPOLIS RETAIL PLUMBERS IN NEW 
QUARTERS 

The Minneapolis Retail Plumbers’ 

working 

the 

the 


Since 


Association has been 
for better 
the 


for the past few weeks conditions 


for 
to 


entire plumbing industry, from wholesa! 
the 
annual convention of the 
held 


association 
of 


material. 
State 
early 


man who installs 


the Retail Plum 
in February, 
growing. From 
convention time, the 
at the present time, 
yet 


ers’ 
the 


a membership 


Association in Minneapolis 
been 


thirty 


local has steadily 


about at 


roster has grown to sixty-three 
the of 
membership 


idea 


and 
completed. <A 
committee steadily, 
of * to the prospects 

Commodious quarters have been secured at 913% Mar- 
there 


work signing has not been 


has been working sell 


” 


ing the business insurance 
is ample room for the meet- 
for any ordinary needs for 
meetings are held there on 
at the of the 
In addition, there is a regular 
the Monday evening of each 
every member has the opportunity 
month. 

offering services to 


quetle avenue, where 
of the 


purposes. 


ings association, and 


social Luncheon 


Thursday noons, which business 


monthly meeting on last 


In this 
at 

present 
It 


in 


month. way, 


least one meeting in every 
the 


is asking 


to attend 
At 
members 


the 
use the associa- 
The 
application blanks necessary for 
for the convenience of the mem- 
contract with one of the oil 
the members can 
a substantial saving on their automobile oils and greases 


association is 
the 


and every possible way. 


members to 


tion offices any license 
bond 
file 


engineered a 


application and 


purpose on 
It 


distributing 


are 


bers. has 


companies whereby obtain 


| There are many other benefits which it is offering, and 

which the members are planning to put into operation 

Much of the success of the organization is due to the 
| untiring efforts of its secretary, Fred Smith. 

ADDRESSES MAHONING VALLEY MASTERS 

The Mahoning Valley Master Plumbers’ Association re 

| cently had the pleasure of hearing A. W. Wolfgang, of 

the National Trade 

Extension Bureau 

give his interesting 





lecture on “‘Appren 


ticeship,”” at Youngs- 
town, Ohio. 

Chas. W. Wilson, 
a member of the Na- 


tional Apprenticeship 
Committee, was in 
charge of the meet 
ing. which was held 
in the new home otf 
the association 

The national pro 
gram for apprentice 


training was ex 
plained in detail, with 
specific application to 
the 
Plans are now 


local situation 


undet 


ma 
be 


way in Youngstown 
*| for the extension of 
4 aad apprenticeship work 
j THe M AYO P pcan ity 6a 
p Ain Se 5z W. F. O'Neill, of 
« Phoenix, Ariz., will 
Mayo Hotel, Tulsa, Okla., where the jnctall the plumbing 
Oklahoma State Association of Mas- rn ’ Ss Joseph's 
ter Plumbers will hold its annual /" the St. Joseph 
School. 


cornvention May 4 and 5 
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PLUMBING EXHIBIT AT PURE FOOD SHOW IN 
LOS ANGELES 
With an exhibit covering 400 sq. ft., the Los Angeles 


(Calif.) Merchant Plumbers’ Association made an im 
posing presentation at the second annual Pure Food Show 


if the Los Angeles Retail Grocers’ Association, April 11 


THE MERCHANT P* 








Part of the exhibit of the Merchant Plumbers’ Association of 
Los Angeles, Calif., at the second annual show of the Retail 


Grocers’ Association in that city 


to 20. The affair was held in the auditorium of the 
Hotel Ambassador. 


headed by 
Other 
Melville, 


The exhibit was in charge of a committee 


the 
Waite, 


association 


William 


Larry Brightwell, secretary of 
members were L. Mellenkoff, T 


R. Betzing and W. E. Crowell. 


nd 


A Better Water System 


The New Gurley Automatic Water Sys- 
tems set a new high standard of efficiency 
and dependability for home water supply 
because of a new, simple, reliable pump. 
The Gurley Pump lifts water to a greater 
height than any other shallow-well pump. 
It has only 10 parts —no valves, no springs, 
no pistons, no washers. 


Good plumbers everywhere will find a 
bigger, broader, business opportunity with 
Gurley Automatic Water Systems. Good 
profit, pleased customers—a real chance to 
make more sales. 


Write us for full particulars—a detailed 
description of these new and better water 
systems-——prices—terms —andoursaleshelps. 


GURLEY PUMP & MFG. COMPANY 
814 Merchants Bank Bldg. INDIANAPOLIS 
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A unique feature of the exhibit was that 
on display was given away on the last night 
Another 


every article 


feature was that visitors at the could 


As an added 
to deliver 


exhibit 


purchase duplicates of every article shown. 


inducement the association agreed and install 


without charge, every piece of equipment so purchased. 
The exhibit consisted of a model bathroom, and display 
sections showing plumbing fixtures and accessories 
This is the first time in the history of the Pacific Coast 
that a plumbing organization has 


actively participated in 


show 


This &? That, Here &T here 


The 


depot at 


a pure food 


Illinois Central Railroad is going to build a new 


Jackson, Miss., at a cost of from $500,000 to 


S750.,000 
The 
contract for 
Bluff, 
of that 
The the of Toledo, Ohio, 
will receive bids for the heating contracts for the Indiana 
School the that 


1925. 


securing of the $150,000 
the 


Ark., 


plumbing and heating 


new $1,200,000 Donaghey Building in 


Pine has been announced by Robinson Bros 


cy, 


clerk of soard of Education 


and Spring School, both in city, until 


noon, May 1, 
Richard A, 
town, 


Jennings, plumbing contractor in Province 


Mass., has filed a petition in bankruptey 


Irwin H. Varnum, plumbing contractor of Westboro, 


Mass., has filed a petition in 
John Wallace, of the Wallace 


Denver, Colo., is able to be at his 


bankruptey 


Plumbing Company, of 


place of business again 


after an operation for appendicitis 
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F 
_ The Grease Trap of No Regrets 


The first cost of a Dehn’s ‘‘AcmE” Double Trapped 
Water Cooled Trap is the last. Once installed it func 
tions with a degree of efficiency which is a delight to the 
owner and a real boost for the man who recommended it 
The cold water completely surrounding the body chills 
the grease as soon as it leaves the sink, brings it to the 
surface and makes its removal a simple matter 


You can't go wrong on a Dehn’'s “AcmE It gets 


results every time and all the time Write for litera 
ture showing a suitable size for every job 3 


i; COMPOUND INJECTOR & SPECIALTY CO. 


419-421 D N. Laramie Ave., Chicago, Ill., U.S. A. 


df 


Originators, Designers and Sole Manufacturers of 


1897 DEENSANICART) 1925 ill 
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Armstrong Bros. 


PIPE CUTTERS 


and Cutter Wheels 


Write for free 
catalog 












All Kinds- 
All Sizes 


Equipped with Armstrong 
Bros. Improved Knife Blade 
Cutter Wheels made from 
ALLOY TOOL STEEL 


ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. - Chicago, U. S. A. 




















UNCONDITIONALLY GUARANTEED 
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PNEUMATIC—STORAGE—SPECIAL 
Black or Galvanized 
The Novelty Steam Boiler Works Company 


Factory, 917-929 S. Howard St. BALTIMORE, MD 




















PIERCE, BUTLER & 
PIERCE MFG. CORP. 


Makers of 


GoopD BOILERS AND 
RADIATORS 


BRANCHES IN ALB PRINCIPAL CITIES 


GENERAL OFFICES 


41 EAST 42nd STREET -:- ote NEW YORE, N. Y. 





























“Serene” 


Syphon Jet 

“SERENE” Syphon Jet 
is presented as the attain- 
ment of perfection in the 
construction of closets of 
the better class. 

Quiet, powerful, 
stealthy syphonic action 
charac terize s the 
“SERENE” Jet. 

Ask your jobber for it. 


Made of “CASTEX” Whitest 
Vitreous China 





CHICACO POTTERY co. 


1924-40 CLYBOURN. AVE. CHICAGO. ILL. 
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the bowling team of the Sloan Valve Co., Chieago, winner of 
the championship of the Chicago West Side Manufacturers’ 
Bowling League for the season of 1924-25 


A new $80,000 courthouse is to be built at Stanford 
Montana, for Judith Basin county. Lease & Leighland 
of Great Falls are the general contractors. 

4 $130,000 Y. M. C. A. building at Salem, Ore., is 
issured, and architects are working on the plans. Thi: 
will be the main headquarters for the organization in 
Salem, and another building to cost $90,000 for the East 
Side Y. M. ©. A. in that city will be started within six 
weeks 


H. X. Brown, of Portland, Ore., has moved his plumb 
ing business from 274 Taylor street to 203 Third street 
He has been in business for thirty-five vears, and his 
ather was also in the plumbing business in pioneer day 
Plans for the new $300,000 school building in Medford 
Ore are being Tourtellotte & Hummell 
architects of Portland The first unit will be built this 
summer, and bids will probably be called about June 1 


prepared by 


Longview, Wash., is to have a crescent-shaped lake 
one and one-half miles long in the heart of the city, the 
gift of R. A. Long, founder of the city The lake has 
already been dredged to an average depth of six feet, and 
the water areas excavated to give the appearance of a 
natural lake. <A paved boulevard nearly half of which is 
completed will encircle the lake, and winding paths will 
branch off into the park 

Wm. F 


streets, a community center of Louisville, Ky., has re 


Schaetzly, master plumber at Seventh and Hill 


cently been added to the Advisory Board of a branch of 
the Liberty Insurance Bank of that city. 

Molalla, Ore., 
Bids will be called for in a few weeks. The steam heating 
and ventilating 


is to have a new $100,000 high school 


plants are to be modern in every respect 


Western Construction Company, 
Seattle, 


Seaboard building, 
will soon call bids on plumbing and heating for 
a $100,000 apartment building to be erected at Eastlake 
avenue and Republican street, Seattle, for the Eastlake 
Improvement Company. 

William F. Bunce, of Portland, Ore., has been awarded 
the heating and ventilating contract on the new unit of 
U. S. Grant high school in that city at $15,612, and the 


Standard Plumbing & Heating Company, Portland, se- 


eured the plumbing at $5,720. 

Hill & Mock, architects, are now working on plans 
for an apartment house in Tacoma, Wash., to be erected 
at once at the corner of E street and Sixth avenue It 
will be five stories high, containing for the most part 
two and three room apartments The cost will be ap 
proximately $150,000. 


B. D. Coffey, chairman of the entertainment committe: 


for the coming convention of the National Association 
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recently 
Auxil 


Portland, 
Women's 


Master Plumbers to be held in Ore., 


met with his committee and one from the 
the convention were 
be 


Tuesday a 


jiary and outlines of arrangements for 
Monday, 
the 
Wednesday a 


in 
be 
grand 


made, June 22 there will given a dinner 


dance will 
the 


magnificent 


honor of national officers 
held; 
ball 


Columbia 


Thursday 


the 


theater party: 


occur, and Friday a drive over 


Highway 


will 


for which many cars are already being 


offered by master plumbers and other Portland business 
men. 

J. F. Shea, 6 North Second street, Portland, Ore., has 
ecured the plumbing contract on the new $217,000 
Doernbecher hospital in Portland. His bid amounted to 
19,177. The Alaska Plumbing & Heating Company has 
the heating contract at $23,920 

The plumbing, heating and ventilating contract in con 
nection with the remodeling of the Mound Junior High 
School, of Columbus, Ohio, was awarded to Samuel A 
Esswein, of that city on a bid of $13,529 

The directors of the Howard County Hospital Associa 
tion, of Kokomo, Ind., have let the plumbing and heating 
contract for the new building, to the McIntosh Plumbing 
Co. of that city The figure was $23,698 

Martin Coffey, who conducts a plumbing business in 
Wayland, Mass., and who has been absent from his busi 
ness for several weeks because of serious illness, is suffi 
ciently recovered to be at his desk again 

John Fowler, plumbing inspector and building commis 
sioner of Jacksonville, Fla., is spending a vacation in 
Wisconsin. 

W. H. Weatherford, of Aiken, S. C., is working on the 
$11,000 plumbing and heating contract on the Clark 
Jack residence in that city 

The Northern Plumbing and Heating Co., of Billings, 
Mont., has been awarded the contract for the plumbing 
and heating on the new Stanford, Mont., county court 
house 

Smith & Hibbs of Unionville, Mo., have been awarded 
the plumbing contract, and Logan & Farance the heat 
ing contract on the new school building of that cits 

The heating and plumbing contract of $14,100 for the 
new Sanborn School in Bicknell, Ind., was awarded to 
Kixmiller and Son of that city. 

On Friday, April 19, C. F. Eveleth, chief engineer of 
Warren Webster & Co., Camden, N. J., addressed the 
Cleveland, Ohio, chapter of the American Society ot 
Heating and Ventilating Engineers. The subject of his 
talk was “Steam Heating for Large Buildings.” 








. A. Wolfe, Inspector of WwW. J. Thomas, Assistant 
Viumbing in Shreveport, Plumbing Inspector, Shreve- 
La. port, La. 








Advance Ideal 
Automatic 


Cellar Drainer 


Me 


md construction, it can be 


hanically 


perfect 












pended upon to. give nfailing 
service Valves will n k « 
bind and require no grinding 
they are always tight he ca 
being of rubber. Val ire eit 
wide open or tightly close Cent 
locks prevent binding. Made in a 
200 to 300 and a 400 to 600 gallon 










per hour ze Capacity pend 
Ipon pressure ota either to 
matic r nor ati ’ i 
desire Ask your }« Ibber write 
! Complete italog nt 





Patent request 


J. A. ZURN iva CO. 


Manufacturers 
specialtie 


ERIE - ~ s 


ot acomplete line 
in.cast 


ron 


Warehouse: 1624S. Clark St., Chicaveo i 
BRANCH OFFICES New York Philadelphia Pittsburgh 
Loa Angeles, San Francisco, Seattle, Portland, Montgc mery, Ala 















The Built -Well 
ARISTOCRAT 


AMERICANA 


VALNUT 


[here is only one quality ot seat 
and that 1s 
Suilt-Well, 
-Lock 


j 

1 

j 

I 

I 

I 

1 

i 

i 

' 

t made in factory 
! the ‘Trade Marked 
aware with the double doweled \ 
i 

! 

! 

i 

I 

i 

! 

I 

i 

‘ 


our 


Built-Well 
V-Lock Joint 


Patented 
Sectional view ' 


joint. 
We 


quality and one price. 


have only one policy, one 


Ask your jobber. 


ae dene 20 
show how dow 

ionen.. Mole 
ture only make 1458 Ww. KINZIE St. 


them tighter 


ire 


CHICAGO 


\| Write for catalogue showing our full line of seats 











Built Wel Mg. Co. 
































The Thermos Bottle Principle 
Applied to Heating Systems 


One of three simple fittings that en- 
able us to apply the Thermos Bortle 
Principle to heating systems, keeping 
the radiators hot long after the fire in 
the boiler is banked. Not only is the 
O-E“3int” System eficient,economi- 
caland flexible to meet conditions,but 
the expense of installation is nominal! 


‘O-E” 
Improvea Per 

fect Packless 
GraduatrdSupply 
V aloe (Absolutely 





















par kless) _— 
Opening. Never 
sticks 


O-E SPECIALTY MFG. CO. 


10 Keefe Avenue 


Milwaukee, Wisc., U.S.A 


as compared with results. 
Send for Booklet “A —-_ Sime 4 





















STRENGTH 


You'll find by experience that Hammond 
Radiator Valves are even stronger than may 
seem necessary. This fact is due to their 


design which distributes the weight where it 
is needed most. The stem and packing nuts 
on Hammond Steam Valves are made 
of rolled brass — another good reason 
why they never fail to stand 
up in service. 
Tell your jobber you want 
the valve with the Circle 
trade mark 


HAMMOND 
BRASS WORKS 
HAMMOND, IND. 


Boring Duro Pump Bodies at the Plant of the 


Duro Pump & Mfg. Co. - 


Haas 


Flush Valves for use in combination with 
all styles of bowls for ali classes of 
service to operate under low or high 
pressure water supply 


Dayton, Ohio 





Water Closets for every type or class of 
or after flushing. 


service. 
Write for catalog. 


Frost Proof Closets. Direct flush 
Philip Haas Co., Dayton, O. 
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a Day Movement 


m the number of cit 


N¢ rl NEI RING 


Bath 
Ie now have a 20 per cent increase 
Bath” ts being used as supplemer 
reading in the schools. At the present 
rate of there should 


f } progress 
difficulty in putting over our plan t 
double the number of cittes tn which 
the hooklet is used Don't fora hat 
June, the Bath a Day Month set aside 


hich “The Story of the 


hy the National Trade Extension 
reau ipproaching. Lay your plans now to swing in wit! 
movement during June and reap the rewards 
PLEASING letter is before us from Robert P 
A Clark, a master plumber of Arkansas City, Kans. 
Mr. Clark had a supply of ‘‘The Story of the Bath” 
sent to him. Last week the meeting of the Kiwanis Club 


was in charge of the plumbers, and at this meeting the 
distributed. 

interesting line of departure in distrib 
The book 


copies were 
This opens an 
uting literature that will benefit your business. 


It is full of health and historical 


let is not advertising. 
facts. It is pleasant reading. It cannot be objected to on 
the grounds that it, in any way, attempts to make use 


of the opportunity to try to influence members. 

Yet it cannot but help. Those books Mr. Clark distrib 
zo the offices and homes of the 
who are members. It will be read and commented 
And the result will be a new viewpoint of the plumb 


uted will into business 
men 
on 
ing trade. 

Don't forget that, as the Bath a Day Movement 
out, it included a number of helps for 
There are the stickers to be placed on 


There are transfer signs 


was 
“The 
letters, 


worked 
ptory 4 
invoices, statements, envelopes. 
for your window, for glass doors, or for the windshield 
There are posters to hang in the showroom and to paste 
on the side of your delivery trucks. There are the buttons 
for distribution to children. 

The enterprising master would have no difficulty in 
organizing a bath a day week in the schools of his city, 
At that 
the 


these things could be used to advantage. 
“The distributed and read in 
classes 


There is also “The Need of Frequent Bathing, 


when 


time Story’’ could be 


” 


written 


by Dr. Hubbard, which is a medical review of the benefits 
of bathing, and which includes many helpful hints as to 
the proper manner in which to use the bath for health 


purposes 
Get on the band wagon. 


LUNCHEON MEETING OF CC. S. D. L. 


Connally, sales manager of the Emporium, one 
retail of San 
the April 9 luncheon meeting of the Cali 
League held at the Palace 


Rm. 2. 
of the 
of the day at 
fornia Sanitation Development 


large stores Francisco, was speaker 


Hotel, San Francisco. Mr. Connally chose as his theme 
“Merchandising as a Business.”’ 
Reports were made by Chas. Weld, chairman of the 


membership committee, and members of several sub-com 
mittees. V. A. Edgeworth, business manager of the Oak 
land, Alameda and Berkeley Master Plumbers’ Association 
invited the league to hold its next meeting in Oakland 
at the Hotel Oakland. A committee of the O. A. B 
M. P. A. will arrange for the meeting and entertainmen 
Norristown 


Walter Larson, of 500 Kohn street, 


has recently entered the plumbing business. 
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S: wimming - Pool News 


Deadwood, S. Dak., is to have a new swimming pool 


which is expected to be completed by June 1 


Henry Zaunbrecher, of Rayne, La., has finished the 


construction of a public swimming pool near that city 


N. Braunmiller, of Texarkana, Tex., is finishing a 


new $50,000 swimming pool on Boulevard street in that 


c1LyV. 

The National Arena Syndicate, of St. Louis, Mo., has 
purchased the St. Louis Coliseum on Jefferson avenue 
and plans to convert it into a sport arena and public 
swimming pool. 

The Board of Park Commissioners of New Britain 


Conn., has had plans made for a $15,000 swimming pool, 
to be built at South End Park. 

A swimming pool, housed in a separate building, will 
be built at Kemper Military school in Boonsville, Mo 
It will be $155,000 
being Abt, 
size 


gymnasium 
Moberly, Mo., 
and 


attached to the new 


and is designed by Ludwig 


architect. It is to be of regulation equipped 


for use throughout the school year. Showers are to be 


installed in the gymnasium. 


The Elk-O-Zar Improvement Co., of Joplin, Mo., plans 


to construct a swimming pool near that city 


A new $19,000 municipal swimming pool is under con 


struction at Cherokee, Okla. 


A large concrete swimming pool is being constructed 


at Ligonier, Pa. 
concrete swimming 


Operations have commenced on a 


pool near Cuero, Tex. 





You Can Guarantee Satis- 
faction When You Install 


SEFRINITE 


Trape marr 





Nature’s Water Softener 
Copyright 1920 by the Refinite Co. 


Connected to the water supply line 
Refinite makes all water passing through 
it as soft as rain, but better because it is 
pure and uncontaminated. Requires 
practically no maintenance after in- 
stallation—the water softening mineral 
“Refinite” lasts almost indefinitely— it 
H\, being only necessary to dump a few 
pounds of coarse salt in through the top 
' occasionally. 


Eight years of actual service under all 
sorts of conditions have proven its merit. 
There is always some one best thing in 
every line —in water softeners it is 
“Refinite.” Let us tell you all about it. 

















REFINITE COMPANY 
Refinite Bldg. Omaha, Nebr. 
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Eiahibit of the Superior Plumbing Co., of Omaha, 


Nebr., at 


the Omaha Building Show, recently held in that city 


work on the new 
Albuquerque, N 


It is expected that the 


$16,000 p 
pool at Mex will be 
pleted by May 15 

Pana, IIl., 


$16,000 


swimming 


is to celebrate Memorial Day by openin 


new Bintz type municipal swimming pool 


ublic 


com 


g its 


The 


nter 


pool is unique in that it is built entirely above ground 
hence is not subject to damage by water leakage in wi 
W. Bintz, of Lansing, Mich., inventor of the swimming 


Pana, IIl., 


to be constructed at 


pool at how 
Pontiac, Tl., is 
Rockford Ill., 


the construction of a new 


planning to ec 


with a committee of citizens relativ 


pool in that city 


under construction, and the 


one 
ynfer 


e to 


$60,000 ha been et aside by the Citv Couneil of 
Anderson, Ind for the construction of a swimming pool 
in Shadyside Memorial Park, and bids are to be asked 
for soon 
| O 
| 
ao 


The 
Newest Kink— 
Non - Kinkable 





“The newest kink in plumbing chain is 
BEAD me, Bill Bead. And yet I’m 
lutely non-kinkable. Twist me any way you 
want, tie me up in bow knots~ and I come 
undone as easy as can be. But I never, never, 
kink myself or break apart from twisting. 
Bead Chain is indeed the latest kink for wash 
trays, tubs, and lavatories.’’ Bill Bead. 


abso 














USE 
BEAD CHAIN 


OR PLUMBING 


Trade Mark Reg. t 


;. Pat. OF.~ 


The Bead Chain Manufacturing Co. 
Bridgeport, Conn. 


Canadian Representative - Stanley Brock, Ltd., Winnipeg 


0 


























e e 
$ KNOTT ATLAS SEATS 
; 
$ Every seat a 
$ sample. Air 
e and kiln dried 
: selected lum- 
$ ber carefully 
$ constructed 
. and finished No. 2 
; results = Sem!-Saddie Seat with No 70 Bar Hinge 
1M in. Seat, & tn. Bar, % In. Post, Cast 

$ uniform, high J dee Nickel’ Plated Hinge Onk a 

grade product Mahogany, Gloss, Rubbed or Polished 
e and Pearl White Sheet Cellulot: 
; Covered Finishes 
; Knott Mfg. Co., Tell City, Indiana 
* ‘e 





Patent 
Pending 


THE NEW 

MIDLAND 
GALVANIZED 
ROOF FLANGE 


calking 













All lead sleeve with heavy 
ring inside. Base extra large and of extra 
heavy galvanized ARMCO iron. No 
Fits any pitch. 






lead burned or soldered joints to pull apart. 





Ask your jobber or write us direct for information 


Midland Metal Manufacturing Co. 


KANSAS CITY -3- MISSOURI 


ORCELA 


The Bath Tub Cleane: 


Contains no grit 

No acid. 

Keeps fixtures like new 
Most contracting plumbers use 
Porcela and recommend it to 
their customers. 

If you haven't Porcela in stock 
order from your jobber. Write 
us for free sample can and de 
scriptive folder. 


PORCELA-RADAX CU. 


NEW BRIGHTON, PA 










MONARCH 
Naolite Water Softeners 


for City Homes with hard water supply, 
provide a superior way of obtaining 
soft water. 


Soften hard water instantly without 
the use of chemicals. 


Made in five sizes. 


PRICED AS LOW AS $150 
Send for Bulletin and prices. 





The Monarch Engineering Co., Dayton, 0. 
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April 25 


Eighth str 


Joseph, Mo. 


5S 


treet ¢ 


ind Michigan 


Young Men’s Hebrew 


a swimming pool. 


take 


to 


figure 


cost $550,000 nd 


S on erection 


s having plans pre 


raswimming pool and amusement pavilion which 


the municipal park 


in the 


1 at 


S008 


vy Club 


erectic 


Assn., 


ym of a brick 


Beverly boule 


of which S 


Calif., is president, is having plans 


to 


include a swimming 


a., plans development of a 


Ark., to include a swimming pool 


D 


ee Oe 


f which Mrs 


president, is having plans drawn for a club 


will 


The Elks lodge of Miami, Ariz 
nared fc 
will be constructed in 

Carl Curtis is about to beg 
ymnasium and swimming po 
vard, Los Angeles, Calif 

The National Forest Countr 
F. Allen, Los Angeles 
made for a $100,000 club house, 
pool 

H. J. Platt, of Newkirk, Okl 
park near Fayetteville 

The Y. W. C. A Washington, 
Hf. KE. Day is 
house, to ine¢lude a swimming pool 

In Lakeland, Florida, there 
dollar hotel It will have a 


the guests 
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larg 


be built 
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swimn 


a ten million 
1ing pool for 


Public (i omfort Stations 


e Comfort Station at Mineral Springs Park in Pekin 


is |} 


yeing 


Champaign 


old Gazette 
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Th 


erect 


building for 
tation 
e town of Milford, Conn., 
ion of a comfort station at 


sids have 


MISS) 


on 


Walden 


for 
Pond 


Oshkosh, \ 


station in Riverside Park 
The city of Evanston, Tll., 
bond issue for the erection of 
fort stations in the city parks 
Contract is about to be let 


remodeled 


Ill., 


voters have 


» decided to 


$30,000 and turn i 


purchase the 
t into a com 


has plans prepared for the 


Gulf 
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been received by the Middlesex County Com 
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State 
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1s 


erection of a 
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Thomas J. Garvey Called by Death 
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‘ it. 
‘ rs’ 


Tribe 
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ad recently at 


e was a member of the 
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HERE is one thing which will 
(ee the busiest person in the 

world and that one thing is humor However intent 
we may be on going about the day's work with a rush, if 
omeone presents an opportunity for a laugh, we take it 

An epigram is a bit of humor with an extra sharp edge 
to it. Besides stopping people, it stays with them. Ben 
jamin Franklin did a number of things far more impor- | 
tant than writing epigrams But, aside from his electrical | 
experiments, he is best remembered for his wise and witty | 
sayings. 

Slang is nuthing more than popular epigram Because 
it usually combines a vivid picture of what is meant, with | 
a rather humorous touch and a real bit of observation, it | 
“catches on’’ and spreads like fire. It is proof that people 
do enjoy the epigram, whether it is the finished phrase | 
turned out by a master of language, or a crude but illu- | 
minating phrase manufactured in some pool room. Let | 
it be true and humorous, and it will be accepted widely. | 

So the master who has the blackboard, with its epigram | 
written on it, hung where the passer-by may see it, attracts 
attention. We have quoted many letters in this column | 
from masters who have found this a cheap and effective | 
form of advertising. The epigrams vou will find in this | 
column are of a type that will draw the attention of the 
average person. 

The only cost to you will be for the blackboard and | 
chalk. That’s your only investment and it will last indefi 
nitely. The epigrams are given each week and you have 
a minimum of work to use them—-merely copying them 
on the blackboard. There are seven epigrams below. Get 
started this week. 


Funny. Can’t remember what I worried about last 
week, 
* * - 
No ham actor ever brings home the bacon 
* + * 
Any man can lick a champion—in his easy chair. 
* * * 
\ careful pedestrian wears out no brake linings. 
om * * 

Nothing is so pleasant as commendation for something 
you enjoyed doing. , 
* * * 

The world’s idea is that it owes every man a licking 
* * * 
In the spring a young man’s fancy turns to diamonds 


Olitaire and baseball 


The Master Plumbers’ Association of Brooklyn, N. Y 
feels itself signally honored by the election at the recent 
ite convention at Buffalo, N. Y., of John J. Dixon to the 


office of state treasurer. Mr. Dixon serves the Brooklyn 
Association in the same capacity. 





Can Be Carried to Any Job 


Really portable. Weighs but 45 


10 Daves 
pounds and stands without hitching. FREE 
No loose parts to attach. Special TRIAL 


pipe bender that bends pipe without 
kinking it, regular equipment 


Portable Vise , 
M RTIN Stand and ay \ 
Pipe Bender ; 


Designed and made by practical \K 
plumbers who kncw the require- RS 
ments of actual service. Made to 
last a lifetime and sent on 10 days j 
/ 





free trial. Write for circular. 


H. P. MARTIN & consis 
626 E. 2nd St., Owensboro, Kentucky ff 
































FITS ANY 
ANGLE ROOF 


The Overton Roof Flash- 
ing makes a joint both air 
and watertight, on any roof 
from flat to half pitch. 
Adjusts itself readily without turn- 
ing or twisting. Adaptable both to 
standard and extra heavy soil pipe. 
Approved by plumbing inspectors 
Pitch everywhere. 


Manufactured by 
Butler Manufacturing Company 
Minneapolis, Minn. 


The Red Top Line 


Consisting of Cleanout Fer- 
rules, Test Tees, Floor Drains, 
Base Stack Fittings, Portable 
Vise Post and Bender, 
and Vise Bench handled 
by the leading jobbers 
from coast to coast. 


































S Base Stack 
ittings2° andé" 
sizes. 


QS SANITARY MANUFACTURING CO. 


411 West 5th St., Waterloo, lowa 


















Johnson Burners 
make good 


Proven by twenty years’ success 
You get the benefit of our experience 
Simple to Install 
Burns the Cheapest Oil 
Plana and Directions Furnished 
| 
| 
| 


Ask for latest bulletin, No, 28D 
—a valuable booklet describing 





Johnson Improved Rotary Burner 
Type 22 for Heating Plants 
Main Offices 
Ss. T. JOHNSON CO. 
949-950 Arlington St., Oakland, Calif. 
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No Come-backs 


When 


and 


you install a drain line 
any other material than 
“starting something.” 


that is to handle 
Duriron, you are just 


acid 


use 


With the first sign of failure the trouble be gins 


The owner is sore; thinks material defective; wants 
free replacement, et« 
When you install Duriron acid-proof drain pipe for 


handling acid, there are NO COME-BACKS 


Duriron is produced only 


7% DURIRON SOMPany 




















Tank Fittings of Quality 


1856 ““McSHANE’’ 1925 





The ORIGINAL Compound Lever Ball Cock 
Elevated, Low-Down, Top and Bottom Supply 
Tank Levers and Valves 


McSHANE BELL FOUNDRY CO. 


BALTIMORE, MARYLAND 








BOILER SE-MENT-OL 


Repairs - Cleans 
Protects 


er Cast Iron and Steel Heating 
Boilers 


REDUCE YOUR COST 


LIST PRICE 




















1 Quart §$ 4.00 each 
%% Gallon 7.50 each 
1 Gallon 14.00 each 
va Th Ask your jobber for the discount 




















The Northwestern Chemical Co. 


MARIETTA, OHIO 








WHEN YOU MOVE 


NOTIFY US 


The post office is not required to forward second- 
class matter. To avoid missing an issue of Domestic 
ENGINEERING when you change your address, fill out 
and mail this blank to us. 


Name 
Old Address_._._-_ 








New Address... = 














| 

















SPRING IS HERE, TRA-LA 
a song of baseball, 


} 


lhrow the umpire out! 








rackerjack, pop and all), 
Hlear the bleachers shout 
Sing a 1g of pitching mound, 
Busine n the hum 
ndina Lyre ll ar mend ), 
n tt out, you la hum!” 
L. B. Oakland, Calif 
Th word pedestrian” may be defined as “Raw material 
for an accident.” 
Na yn said there was no such word as can't Wonder 
he ever tried to strike a match on a cake of soap 
A synonvm is the word you use when you can't spell the 
other one “SY” MARTIN, Owensboro, K 
The boss interrupted the office boy before he really 
started 
Jimmy,” he said, “you simply must learn not to lie It 
can't be possible that there are any more relatives of your: 
to dis Last year both of your grandmothers died. The day 
of the championship game you lost an aunt. I can't re 
member all the others. It isn't manly to lie so you can go to 
the ball game 
“And Jimmy,” he added “I want you to watch the office 
this afternoon I have an important engagement with 
with—-well, I have an important engagement.” 
‘Yes, sir,” answered Jimmy “Will you telephone the score 
before you go home?” 


I KISSED HER—No. 38 
She said she would be very mad, 
If I made bold to kiss her once, 
Ind so you see I simply had 
To kiss her many times, my lad, 
To prove I wasn’t such a dunce. 
A. L. Y., Yonkers, N. Y 


Your Honor, what else could I do? 
to the ball game. I explained patiently 
man” was the umpire and what he did. 
the player ran when he had bit the ball. 


I took the young lady 
that the “funny 
I explained why 
I explained why 


the third baseman tried to hit him, as she said, when he 
slid in. And then, when the best hitter on the home team 
drove out a home run and everybody jumped up yelling, 


she asked, “Is it time to go home? Why is everybody get- 
What could I do? So TI killed her, 
7. 2: x. 


ting up?” 
Pittsburgh 





PIPE LINES DICTIONARY 
BUNGALOW 


a type of building that is proof against second story 
workers. 
MOVIE TERMINOLOGY 
BONES Do you know the original of the slow motion 
pieture, Sambo. 
SAMBO Yeh Two Scotchmen reaching for a dinnet 
check H. S., Elgin, Ill 
Jones was tried for murdering a doctor last wee 


k He 
asked to see r 


He 
needed a stimulant 


lad been Jones 


tongue 


called in hy Mrs. 
and then said she 





MUSTERED OUT 

all kin teach dat 

teach mah mule nothin’. 

, Sam You-all jes’ has to know mo’ dan den 
L. N. T., Denver, Co 


How come, Joe 
Ah kain’t 


Dat’s easy 


you mule all dem tri 


Now that 
throwing 


and ] 


the 
arm in 
don't 


I'll 


missed an 


season is on have to 
trim I've 


to spoil my 


baseball get 


never umpire 


want record LY 
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Wide Range of 
Adjustability 


HE MOORE is the 

only hanger on the 
market that permits ad 
justments over a range of 
5 inches perpendicularly 
and 2!» inches horizon 
tally — after the radiator 


is in place, too 


This one feature is suffi 
cient to make it the choice 
of every contractor who 
has ever used it. 


KNGINEERING 














mo Oo RR E 
Adjustable Pressed Steel 
RADIATOR - 
HANGER 





—~, || Mr.Plumber 


UJ You’ll Make 
LA Friends and 
Profits 
with This 
Th) Remarkable 
Invention— 












































3 lime-O-Stat 


Automatically lights and turns 
off any make of gas water heater 
— right from kitchen or bath. 


No longer does the housewife have to run down-stairs 
to light and turn off the gas water heater; instead, she 
simply sets the dial on the Time-O-Stat for any period 
up to an hour and then forgets it altogether—just think 
of the time and worry this little device saves the housewife. 


She has occasion to use it almost every hour of the day. 
We have hundreds of letters from people who say they 
would never want to get along with- 














CARTY & MOORE ENGINEERING CO. 


611 W. Larned St., Detroit, Mich. 








el 





















out the Time-O-Stat 





Special Offer to Plumbers 


Cash in on this time and trouble 
saving household device. Write us 
direct for our catalog and special 
dealers’ proposition. 


TIME-O-STAT CORP. 


Milwaukee :: Wisconsin 
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366 East Main Street 


of 
Soil Pipe Fittings, Extra Heavy 


Will You Invest Two Cents 


in a proposition which is saving Master Plumbers and Steam The Plumbers’ and Steam- 
fitters thousands of dollars every year 
minute Price Guide, chock full of authentic and easy-to-get- 
at information which you simply must have when making : 
an estimate? Then fill out the coupon and mail it TODAY. material cost data, printed on 


up-to-the fitters’ Price Guide contains 


over 300 pages of invaluable 


strong, 6x9!5 indexed ledger 
sheets, bound in a 7-ring loose 





leaf cover. 

















COST PRICES ARE PRINTED IN BOOK 














BAREHAM & SAUNDERS 


ROCHESTER, NEW YORK 





IN BOOK 


[fs 
i 


$) .ne printeD IN BOOK 


i 


RINTED 


ie 
Laat 
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SUGGESTED SELLING PRICES ARE PRINTED IN BOOK 


Price changes may be noted 
as they occur or we will fur 
nish a complete revision serv 
ice at nominal cost 








BAREHAM & SAUNDERS 
366 E. Main Street, Rochester, N. Y. 


PRICES 
oe 


ase send me full informatio garding your 
Ple end full information re dir 
Price Guide, with the understanding that this 
places me under no obligation whatever 


SELLING 





Mention Domestic ENGINEERING 


: 
| Name 
Street 

! 

1 ie 

| 

! Sta 
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I Raa ee FS ae ar a a ala 
when writing advertiser 
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The Perfected Water Supply System 


The Kalamazoo is just the kind of a pumping system 
you would design yourself after years of experience in 
selling and servicing water supply systems. You would 
know the weak points and eliminate them. You would 
know the strong points and would use them And 
thats just what we have done in building the 


KALAMAZOO 


The pumping 
built into it 






with fifteen years 
Capacity 225 gallons per hour 
repulsion \% h. p. Master motor; belt drive with 
14-inch belt; cuties tank instead of 30-gallon, 
and many other advantageous features. The 
price is low enough to be interesting 


system experience 


induction 





Write us for all the details 


National Water LiftCo. 


Kalamazoo Michigan 














Riverside Closet Bend 


The Riverside Cast Iron Closet Bend, 
furnished painted black; without side 
openings, with right hand or left hand 
opening only, or with both, tapped for 
1!» or 2 inch iron pipe. Inside diameter 
4 inches, length over all 17 inches, weight 
14 pounds. Offset openings. 











Riverside Foundry & Galvanizing Co. 
501 Harrison St. Kalamazoo, Michigan 

































Sterlco 
Radiator Valve 


PACKLESS 
QUICK OPENING 
DURABLE 
Neat in Appearance 


Made with Wheel Handle if desired 


We also manufacture 
Return Traps, Air Line Valves, Thermo- 
static Radiator Traps, Air Eliminators, 
Strainers. Vacuum, Condensation 
and Air Line Pumps 


STERLING ENGINEERING COMPANY 
MILWAUKEE, WISCONSIN 











Strongest Made 
: 


The Hanna ‘‘Bali 
Joint” Pipe Hanger is 
made of malleable iron, 


Write for No- all sizes. - 


“Our Swings in any direc 
0 : tion. 
ae A big time and labor saver ; 


The Penn | 
Engineering Co. 
Philadelphia, Pa 
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April 25 5 


Convention Dates 


1925. 
Plumbers’ 


The annual convention of the Georgia Mas 
at Atlanta, Ga. 
The 


April 27, 
ter Association, 


April 28 and 29, 1925. annual convention of the © 


rado Society of Sanitary & Heating Engineers, at Denver, 
Colo 

May 4 and 5, 1925.--The annual convention of the Florida 
State Master Plumbers’ Association, at Chamber of Commerce 
building, Jacksonville, Fla 

May 4 and 5%, 1925.—The annual convention of the Ten 


nessee State Association of Sanitary Engineers, at Memphis, 


Tenn., with headquarters at the Hotel Clairidge. 

May 4 and 5, 1925.—The annual convention of the Okla 
homa State Association of Master Plumbers, at the May 
Hotel, Tulsa, Okla. 

May 7 and 8, 1925.—-The annual convention of North Caro 
lina Master Plumbers’ Association, at Shelby, N. C. 

May 11, 12 and 13, 1925.—-The annual convention of the 


Association 
chard Springs Hotel, 
May 12 and 13, 1925. 
ticut Master Plumbers’ 
Haven, Conn 
May 12, 
New Jersey 


Auditorium, Jersey City, N. J. 


May 13 and 14, 1925.—-The 
State Association 


Kentucky of Master Plumbers, at 


Crab Orchard Springs, Ky. 


the Crab Or 


The annual convention of the Conne: 
Association, at Dorpsch Lodge, New 


13 and 14, 1925. 
State Association 


of the 


Grotto 


The annual convention 
of Master Plumbers, at 


annual convention of the Penn 


sylvania of Master Plumbers, at Wilkes 





Barre, Pa. The sessions will be held in the Iren Temple. 
May 19, 20, 21, 22 and 23, 1925.—The annual Convention of 
the National District Heating Association, at West Baden 
Ind. 
May 26, 27 and 28, 1925.—The annual meeting of the Na- 
tional Pipe and Supplies Association, at French Lick, Ind 
June 1, 2, 3 and 4, 1925.—The thirty-sixth annual conven- 
tion of the Heating and Piping Contractors’ National Asso- 
clation, at the Book-Cadillac Hotel, Detroit, Mich. 
June 9, 10 and 11, 1925.——Meeting of the National Associa 
n ot Brass Manufacturers, Congress Hotel, Chicago 
June 15, 16 and 17, 1925.-—-The annual convention of the 
Wyoming Master Plumbers’ Association, at Thermopolis, Wyo 
June 15, 16 and 17, 1925.—-The semi-annual meeting of the 


American Society of Heating and Ventilating Engineers, at 

the Hotel Traymore, Atlantic City, N. J. 

19 and 20, 1925.—-The annual convention 

State Master Plumbers’ 
June 21 and 1925. 

Plumbers’ Association 


June 
fornia 


of the Cali 
Association, at Portland, Ore 


on 
-_- 


The annual convention of the Master 
of the State of Washington, at Port- 


land, Ore. 
June 22, 1925.—The annual convention of the Oregon Asso 


ciation of Master Plumbers, at Portland, Ore. 


‘June 23, 24 and 25, 1925.—The 43rd annual convention of 
the National Association of Master Plumbers, at Portland, 
Ore. The sessions will be held in the Portland Auditorium 

June 25,24 and 25, 1925. Annual convention of the Women’s 
Auxiliary to the National Association of Master Plumbers, 
at tl Municipal Auditorium, Portland, Ore 


September 15, 16, 17 and 18, 1925.—The annual convention 


of American Society of Sanitary Engineering, at Decatur, Ill 


APRIL MEETING OF WESTERN NEW YORK 


CHAPTER OF A. S. H. & V. E. 


Monday evening, April 6, one hundred seventeen mem 


bers of the Western New York Chapter of the American 
Society of Heating and Ventilating Engineers sat down 
to dinner at the Hotel Buffalo, Buffalo, N. Y., with Dean 
F. Paul Anderson as guest of honor. 

Intermingled with the speeches was entertainment of 
every sort, and President W. G. Fraser, acting as toast 
master, did not allow an idle moment. All in attendan 
voted the meeting a most enjoyable affair. 

The school board of the Independent Distriet of DeWitt 
lowa, will receive bids on a two-story brick school build 
ing up to noon of May 1, 1925. 














4 : oe 
April oo, 


1925 DOMES 


PATENTS 


Plumbing Department 


Adjustable 
Louis Kornhauser, 


Attachment for 
Ohio In a 


1,529,656 Spring 


Seats. Cleveland, 


of the class described, the combination with a st 


tially cylindrical member of a spring coiled thereo 
of its ends being extended angularly for 
seat and the 
adjusting means interposed between the 


adjusting 
end of the 


closet other fixed to 





1,529,656 


and the cylindrical member, and clamping 


temporarily securing said cylindrical member 
hinged portion of the closet seat, substantially 
forth. 
* * + 
1,529,819. Toilet Siphon Bowl Oscar B. Van 


Trenton, N. J. A bowl of the class described 
flushing rim and an inflow communicating 
baffle in the 


above the 


aun imperforate member path 


terminating 


ing rim, 


inflow and 











water in the bowl, the inner face of the baffle 
being coupled to the adjacent face of the bowl by 
provided with a plurality of water escape 


web being spaced from the outer edge of the impe 


baffle member to form a stop to direct the 


against the adjacent face of the bowl. 
sé “ - 
ond 1,530,050 





Charles EK. J¢ 


Faucet, 
nozzle of the 
pipe 
being connected to a soi 


Combination 
Ohio A 
pair of 


1,530,050 
Cleveland, character 


comprising a sections pivotally int 
pipe 


an upstanding bracket carried by the 


nected, one section 


water supply, 


means, 


with the 


line of the tr 


Closet 
device 
ibstan 
n; one 


attachment to a 


said 


spring 


mechanism for 


to the 


as set 


Fleet, 


having a 


flush- 


of the 


apping 


member 


a web 


orifices, the 


rforate 


flowing jets 


yhnson, 


described 


er-con- 
irce of 
section 


| ‘ 
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: PASTE PIPE JOINT 


CEMENT 


RUTLAND FIRE CLAY C0. i 
pQUTLAND.VT. CHICAGO.ILL) 8 








This pipe joint 
cement 
requires no mixing 


UTLAND Pipe Joint Cement is 

handy to use. It comes ready 
to apply requires no mixing or 
fussing. It is non-poisonous and easy 


to remove from the hands. 


Rutland Pipe Joint Cement is effec- 
tive in results. It forms a perfect 
joint that will last indefinitely. 
Properly applied, it gives a leak- 
proof and rust-proof joint. Unlike 
red or white lead, never becomes 
so hard that the pipe cannot be 
disjointed with ease. 


On practically any job where thread- 
ed pipe is used, you can use Rutland 
Pipe Joint Cement. It works suc- 
cessfully on water, hot water, steam 
(high and low pressure), or gas pipe. 


Write for prices and booklet 


WRITE today for prices and detailed in 
formation about Rutland Pipe Joint Ce 
ment. We will also send our booklet, 
‘“‘Unvarnished Facts’’, which describes all 
Rutland Useful Products. 


RUTLAND FIRE CLAY COMPANY 
Dept. C 24, Rutland, Vermont 
Other Rutland useful products 
Furnace Cement Plastic Stove Lining 
Asbestos Boiler Covering 
No. 4 Roof Cement Waste Pipe Cleaner 
Stove Pipe Enamel 


Rutland 


USEFUL PRODUCTS 
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Quick Installation 


IC-WIL Base Drain forms a firm 
cradle on which the tile conduit is 
easily and quickly laid. No bed of broken 
stone to form and grade, which means a 
large saving in labor time and in material. 





This is another of the many cash econo- 
mies Ric-wiL has for the contractor, the 
result of the same careful engineering 













A list of Ri 


Install the pipe and slip _ 2 m 
bottom Bell conta ese. which has made Ric-wiL Underground tno wt 
set conduit halves in place 4 4 ° 2 . will gladly be 
ond then intel pips Conduit high in efficiency and long of life. furnished on 
whichever is casicst An request. 


exclusive Ric-wil advan 
tage 






Send us the specifications of your next job for our 
bid on material and estimate of installation cost. 


The Ric-wilL Company, Cleveland, Ohio 




















PIPE FITTINGS | 


Trade Mart ee N meen Trade Mart 


IRON BODY GATE VALVES 


aan a 


N. F. 1055 


NIEDECKEN 
SHOWER 


The Type for 
Gymnasiums, Clubs, 


Etc., Etc. 














Screwed 
Flanged N. F. 1050. aed to wall 
N. F. 1060. supplies to floor 
and NIEDECKEN SHOWERS 
are now and have been 
Hub giving satisfactory service 
Ends for years under trying 
conditions in the largest 
shower installations in 
the world. 
Sizes The Flow Control regulates the force of water 
2 to 12 from the Cast Brass Shower Head which has 
Inclusive removable face and accurate spray holes. 
Write for HoFFMANN & BittinGs Mc. Co. 
MA CTURERS SINC 
atanagectaned Gy ee ett Waa. ee Oe 
ILLINOIS MALLEABLE IRON CO. 
CHICAGO, ILL. THE INCOMPARABLE 








GENERAL OFFICES 1831 DIVERSEY PARKWAY 


| aaa| NIEDECKEN SHOWERS| 


Mention Domestic ENGINEERING when writing advertisers. 
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nd the second section being arraneca ino et ccc cc 


and the second section being arranged in a plane above 
the first section and movable into locking engagement 


with said bracket. Go Out After Sprinkler 


* > + 

1,530,104. Combination Faucet. Albert C. Brown, System Business Now 
Chicago, Ill. A lavatory fixture comprising a discharge 
nozzle, hot and cold water pipes communicating with said 
nozzle, valves for controlling the flow through said pipes, 














There was a time you did not have chance to 
compete for this profitable business, but that 
time is past. You can now purchase your 
| sprinkler heads and other necessary apparatus 
| from us — use your own pipe, fittings and labor 
-and name your own price. 


C.S.B. Approved 
Sprinkler Heads 


We co-operate with you fully and will help you 
in every way. Send us your specifications and 
lay-outs for our recom- 
mendations. There are 
many small and medium 
size jobs in your locality 
that you can land right 
now. 





1,530,104 


; : It's a profitable proposition to keep a 
a third pipe communicating with said nozzle, a valve for | stock of sprinkler heads for replace- 


ms . : . ment. They are needed after every fire 
controlling the flow through said third pipe and a push 
rod longitudinally movable through said third pipe for Cc, S. B. 


operating said last mentioned valve. SPRINKLER CO. 


. + ‘ 
54 Batterymarch St. BOSTON, MASS. 


1,529,926. Compression-Faucet Washer. Claude Scheelk, 
Chicago, Ill. In combination, a valve stem having a cir- 


cumscribing flange at its base, said flange having parallelly Tc, : HT 


spaced grooves, and a valve plug secured to said stem 





Factory: Laconia, N. H. 

















1,529,926 


having ribs on its upper face for insertion in the said | 
grooves of the said flange to prevent the said valve plug 


from turning. 
* * * | 


1,530,197. Sewage Ejector. Michael J. O’Brien, New 
York, N. Y. A sewage ejector comprising a receptacle to 
receive the sewage, a float in said receptacle, a stem on | 
said float projecting upward from said receptacle, a lever | 








arm having an approximately horizontal inclination and | Cle-Bar Service Water Heater owners are 
being arranged to be engaged and moved by said stem, assured of clean, rust-free water, because 
a bar having an approximately vertical disposition and in the Cle-Bar Heater the water never 
being fulcrumed a short distance from its lower end and comes in contact with iron. The water 
being provided with a weight on its upper end, an offset coils are brass and so placed that they 
from said lever arm projecting above the body of the | | extract all the heat from the fuel. 


latter and formed with a longitudinal slot through which Made in five sizes from 12 to 24 inch. 

said bar projects, a block carried by the lower end of | Write us for full details and prices. 

said bar, a plunger rod positioned to be engaged and 

move y said block, a valve casing into which said 

pc te olga tye leading il said casing to | CLEGHORN COMPANY 

54 Batterymarch Street 
BOSTON, MASS. 


said receptacle, a valve in said casing to which said 
plunger rod is operatively connected, and a compressed 
air conduit leading to said casing and controlled by said 
valve, 
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The Plumber's Friend 


No. 22 Coil Fire Pot many 
improved features that put it in a 
class by itself. It will withstand 
more hard service, produce a 
hotter fire, using less fuel and the 
cost of upkeep is less than any 
other Coil Fire Pot. Patented 
three piece coil cup fits into grooved 
top plate, which is easily removed 
for cleaning coil and burner. No. 22 
has all of the latest improvee 
ments that give service. Jobbers 
supply at factory prices. Catalog 
mailed upon request 


Clayton & Lambert Mfg. Co. 


6246 Beaubien St., Detroit, Mich., U.S.A. 


has 





No. 22 Fire Pot 
Ask for latest price 








(Make More Business 


Suburban Homes, Camps, Schools Need Good Plumb- 
ing and Proper Sewerage Disposal. It’s easy if you use 


, San-EquipSepticTanks 


made of 14 ga. Copper Iron,-— 
welded, water tight and rust-proofed 
by Plastic Enamel melted on,—15 yr. 
service guarantee—perfect to a T. 
Do a quick, easy job with this light 
weight, compact sewage tank 
Prices most reasonable. Order 
at our risk, giving jobber’s 
name, or ask for circulars. 


CHEMICAL TOILET CORP. 
2654 Liverpool Road, Salina Sta. 
Syracuse, N. Y. 
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Gerstein 


Cisternand Riveted 
Pressure Boilers 





can be described in one 
word 
Everlasting 
They not only /ast but give continuous, satisfactory 


service. ; ; 
Made in any size, pressure or capacity desired. 


Write for details 


Gerstein Bros. & Cooper 
Coppersmiths 


1-3 W. Third Street So. Boston, Mass. 
RTT Le UUs SUS SS LED ITT 
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Here’s How! 


Caldwell Galvanized Tanks are built 
with the same knowledge and _ skill 
that have made the reputation of all other 
Caldwell products. They are safe and sane 
in construction and price and just a little 
better than the ordinary. 









For special purposes and where a less ex 
pensive tank will serve, you can find no 
more conservative investment. Round, rect- 
angular or with round ends. Also special 
types and shapes. Send for Catalog 


W. E. Caldwell Co. 


Incorporated 
2560 Brook St 











Louisville, Ky 
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1,530,720. William L. Harroun, Ellis- 


Flush Yalve. 


burg, N. Y. The combination with a flush valve and a 
dise disposed below said valve, of a threaded bushing 
embedded in the top of said valve, and a rod passing 
axially through said valve and disc, and medial portion 
] be 
, 
y 
- Y 4 ‘ 
] e 
A si 726 
toni 
F SGieee 
“ a hf ‘s 


1,530,197, 4 








1,530,720. 


of said rod being flattened for providing laterally project 


ing portions which are threaded for screwing into said 


bushing, and 


the 


means for detachably securing the dise to 
rod 

of ~ . 
1,530,380 
Il] 
in the outlet from said bowl, and a rotary bladed impeller 


Marine Water-Closet 
In a marine closet, a pump chamber included 


Ulysses G. Lee, Chi 


cago, 


located in said chamber and journaled to rotate about a 


vertical axis, said chamber having its outlet located at a 


higher level than the impeller. 














1,530,766, 
J. Frisbie, Chi- 


William 
In a device of the class described, the combina- 


1,530,766. 
Ill, 
tion of a metal tube forming a reservoir, a bushing secured 
the of said tube, a fitting detachably en- 
fitting having generating 
chamber above said reservoir, an asbestos wick extending 


Soldering Iron. 


end 
bushing, 


in upper 


said said a 
through said reservoir and into said generating chamber, 
asbestos packing in said bushing surrounding said wick, 
a tier of felt washers below said packing and receiving 
said wick, said tube having an annular shoulder for sup- 
washers, said fitting having a gas orifice at 
the upper end and a passageway connecting it with said 
reservoir, and a priming cup detachably secured between 
said fitting and bushing and surrounding said generating 


porting said 


chamber. 

a * * 
Christian 
de 


1,530,802. 


Andersen, 


Soldering and Welding. Device. 


S Dwight, Ill. In a device of the 


class 
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It’s a Winner and Delights the User 
1 
| LET’S GO! 
e 
Made and Guaranteed by 
The Hotstream Heater Co. 
‘‘Makers of Heaters That Heat"’ 
Cleveland, Ohio 
Manufacturers of a Full Line of Cast and Copper 
Coil Gas Heaters — Standard, High Grade 
Products Built to Give Lasting Satisfaction. 
NEW YORK OFFICE: 210 East 45th St. 
ae + 
bey * 
ey 
Be ov 
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CoNEMAVGH 
WHITE 
ENAMELED WARE 











. 
| 








Graceful lines 


and beautiful 

| finish mark the 

a CeneMAVGH Pedes- 
| tal Lavatory and | 

make it particu- 

larly desirable for 

modern p!umb- 

ing installations. 





CeNEMAVGH [RON W°RKS 


LATROBE, Pa. 
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scribed, a support, a work holder disposed transversely 
of the support and main member, means 
for connecting the main the support to 
permit the work holder to swing from a position above 
the support to a position at one side of the support, a 
clamp rotatable for adjustment on one end of the main 
member, means for holding the clamp in adjusted posi- 
tions, the work holder comprising an auxiliary member 
adapted to be disposed approximately parallel to the main 
member, the auxiliary member having an angularly dis 


comprising a 


member with 


posed finger which is rotatably adjustable, and adjustable | 


end-wise, between the clamp and the main member. 














1,530,274. Soldering Pot. Wendell L. Martin, 
land, Ohio. A soldering pot comprising a container, a 
soldering bath in said container, and a shield for a portion 
of the article to be soldered buoyantly supported by said 
bath, said shield being adapted to be depressed into said 
bath so as to effect the application of the solder to the 
desired parts of the article and protect the portion within 
the shield. 

* a * 

1,530,786. Siphon Attachment for Flush Tanks. 
liam Muir, New York, N. Y. A siphon 
liquid tanks comprising an open ended body formed to 
provide a riser and spillway at thereof, 
spillway being of lesser cross-sectional than said 
riser, a cover closing the upper end body and 
forming a passageway beneath the same continuous with 
said riser and spillway, a valve movable vertically within 
said riser for effecting of liquid therefrom to 
said spillway, parallel hollow guides depending from said 


Wil- 
attachment for 
one side said 
area 
of said 


transfer 
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Shower Bath Curtains 
Must Be Replaced 


Let your customers know that you can replace 
worn shower curtains by displaying one in 
your window. We can furnish standard sizes 
packed in individual boxes for over-the-coun- 
ter sales. 








Sanitary Bath Curtain 
Mfg. Company, Inc. 


132-136 W. 14th St. New York City 











Cleve- 








PIPE REPAIR CLAMP 


MADE IN ALL SIZES van 
An Emergency Leak Stopper 


for leaks of any kind anywhere, on 
4 Steam, Water, Air or Pressure pipe 

lines. 

No Tools Needed to Attach 
Order your supply to-day, you may need 
them tomorrow. 

Your jobber or supply house has 

them. If not order direct thru 


Ludlow Stamping & Fabricated Steel Co. 
Manufacturers and Discributors 

779 North 28th Street Philadelphia, Pa. 

Dept K Let Us Quote on Your Die Work and Stamping 


Joid Owat 
wos YINSYM 











April Showers and Genuine 


Nason 
Steam 
Traps 


bring future sunshine 


Write 


MANUFACTURING CO. 
se New York 


NASON 
71 Fulton St. 





PACKED TIGHT 
STAYS RIGHT 





If we have it 
you can bet 
it’s right 





Lucky Strike Force Cups 


There’s a “Lucky Strike’’ Force 
Cup in the extensive LAVELLE 
Line to meet any requirement of 


service. The quality leaves 
nothing to be desired and the 
price is exceptionally low. 
Carefully packed in sturdy cartons 
that can be used for reshipping with- 
out repacking. Handles shipped sep- 
arately in bundles of fifty packed in 
burlap bags. 
Write for our new complete 
Catalogue ‘‘D’’ 


Lavelle Rubber Company 


320 W. Illinois St., Chicago 
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“BELL” Fuller Balls| 


For Lasting Service 


Made only of best materials. 
Standard goods used by the 
trade generally. 


“BELL” Hot Water Specialties 


include the celebrated BELL Washers, Steam Valve 
Discs and small molded rubber goods of all kinds. 
Look for the “‘ BELL” Trade Mark. 

Send for sample of the new “‘ BELL” Beveled Washer 


ESTATE of ANDREW BELL, 35 psscevennmancstscannda J, 


CCA 
C U R TIN LE ul ER 


Made’ of composition casting—no stamped parts. Very strong 
and always in perfect alignment. Will not work loose or shift 
m sition ‘An over-size nickel-plated flange covers the lever 
opening in any tank without the addition of plates or washers. 


Double acting. YOUR JOBBER CAN SUPPLY YOU. 

















A. F, CURTIN VALVE CO., Medford, Mass. | | 
TTT TTT 





THE GLEOCKLE 


Wrought Iron Adjustable 


RADIATOR BRACKET 


for wall and column radiation 


Used in buildings where 
the best equipment through- 
out is specified. 

Write for Booklet 


A. F. GLEOCKLE, JR. 


415 Bay Street, ROCHESTER, N.Y. 








Patented Our catalog, page 440 Domestic Engineering Catalog Directory 
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cover within said riser, a valve table vertically slidable 
on said guides, a lazy tongs mounted on the lower end 


| of one of said guides, said tongs supporting said valve 


table on its free end, and an operating rod disposed 


| through the other of said guides and connecting with said 


lazy tongs for actuation thereof to raise said table and 
valve. 




















1,530,786. 


1,531,117. 
,531,117. Water-Closet. Robert J. McLanahan, Wood- 
In a water-closet structure the combination of 
a bowl, a : aon discharge passageway leading from the 
bowl, an upwardly directed nozzle opening into the ascend- 
ing arm of the siphon passageway, a flushing tank, a 
conduit for the flushing stream with continuous and un- 
ported walls leading from the flushing tank downward to 
the level of the said nozzle, and from this point ascending 


lawn, Pa 


| to an orifice at the upper rim of the bowl, and an overflow 


pipe leading from the tank and discharging into said 
conduit in the region of its ascent to the orifice at the 
substantially as described. 
. - > 

1,530,424. Toilet-Seat Pad. Lydia Shollar, Altoona, 
Pa. As a new article of manufacture, a portable toilet 
seat cushion including a card board base, a padding se- 
cured thereon, a cover for said padding and base, said 


upper rim of the bowl, 


|} cover including two pieces of material having their ad- 


“3 7 
1,530,424. 


| jacent inner edges stitched together, to form an opening 
| coinciding with the opening in said base, and co-operating 
| fastening elements carried by said pieces of material at 


points beyond the outer edges of said base, whereby the 
free edges of the cover can be secured together. 








HARTMAN INGOT 





METAL COMPANY 


SMELTERS and REFINERS 








ucers of the highest grade fagot Brass and Bronzes 


Produ: 
Specializing in Ingots for Manufacturers of P 
CHICAGO 


2511-35 W. 21st Street 


umbing and Heating Brass Goods 


Phone: Lawndale 0827 











Bath a Day Stickers. For letters, bills, etc. 45 
cents per 1,000. 

Bath a Day Buttons. 
$1.75 per 100 

Bath a Day Signs. 634 in. diameter, for windows, 
windshields, etc. 10 cents each. 

Bath a Day Posters. 21 in. diameter, for show- 
rooms, windows, etc. 10 cents each. 


X in. diameter, with pin. 


DOMESTIC ENGINEERING, 1900 Prairie Avenue, Chicago ched 


Bath a Day Slogan Cuts. For newspaper adver- 


tising. aioe each. 
of Frequent Bathing.’’ 
$1.85 per 100. 


12-page 
me . to enclose with letters. 

“The Story of the Bath.”” 42-page booklet, il- 
lustrated, for schools, clubs, etc. Single copy, 25 
cents; 100 or more, 10 cents per copy; 1,000 or more, 
7% cents per copy. 


lease send 


In ordering 
kkeeping. 




















